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HISTORICAL STATEMENT 


The present Faculties of Arts, Science, and Commerce of Sir 

George Williams College developed from the formal educational 
work of the Montreal Young Men’s Christian Association. This 
work, inaugurated in 1873, took the early form of unit evening 
courses in vocational and general educational subjects, later 
co-ordinated into the system known as the Y.M.C.A. Schools. 
@ In 1920, the Evening High School was inaugurated, and in 
1926 the name Sir George Williams College was adopted to desig- 
nate, from that time forward, the expanding formal educational 
programme of the Young Men’s Christian Association in Mont- 
real. (Sir George Williams was the founder of the Y.M.C.A. 
in London, June 6, 1844, seven years before it was established in 
Canada.) In 1926, also, the college was made co-educational. 
@ In 1928 the Association held a building campaign for 
$1,500,000, part of which sum was to provide enlarged facilities 
for the work of the College. @ In 1929, the College programme 
was extended to include First Year of Arts, Science, Commerce 
and pre-Engineering. @ In 1930 the College began occupation 
of an enlarged plant and equipment, which was expanded re- 
peatedly to include four building annexes. @ In 1931, the Junior 
College was organized, offering two full years of College work 
in Arts, Science and Commerce, leading to the Diploma of 
Associate. @ In 1932, day courses were inaugurated in the 
College, providing Pre-Professional and Associate programmes 
of study in the same three fields. @ In 1934, the two-year 
programmes in Arts, Science and Commerce were expanded to 
four-year curricula culminating in the award of the Bachelor’s 
Degree. The members of the first class were graduated in 1936. 
@ The College was first conducted under the terms of the charter 
of the Montreal Young Men’s Christian Association (consolida- 
tion, June 1888). In March, 1948, however, the College was 
granted a specific Charter by the Provincial Legislature, estab- 
lishing it a body corporate and politic, for the purpose of conduct- 
ing a college or university in the Province of Quebec. @ In 1952 
the Association held a building campaign for $3,300,000, the 
major part of which provided the college with a new building 
especially designed and built to accommodate its activities. 
@ In 1956, the College occupied a new building constructed 
especially for its use from funds contributed by the community. 
A two-year Engineering program was added to the curriculum 
in 1957. 
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CALENDAR 


Academic Year 1958-59 


1958 
Turespay, May 27. 


TUESDAY, Jury 1. 
THURSDAY, JULY 31. 


THURSDAY, Avucust 14. 
Monpay, AUGUST 25. 


THURSDAY - FRIDAY, 
AvuGustT, 28-29. 
FRIDAY, AUGUST 29. 


MoNDAY, SEPTEMBER 1. 


TUESDAY, SEPTEMBER 2. 


WEDNESDAY, SEPTEMBER 3. 


MonDAY, SEPTEMBER 16. 


FRIDAY, SEPTEMBER 19. 


MonpDAY, SEPTEMBER 22. 
Monpay, OCTOBER 13. 
TUESDAY, NOVEMBER 11. 


SATURDAY, DECEMBER 20. 


Summer term begins in Evening 
Division. 
Dominion Day, No lectures. 


Last day for receiving applications to 
write supplemental examinations. 


Last day for receiving Engineering 
applications. 


Summer term final examinations 
begin. 


First year Engineering Registration. 

Last day for receiving other College 
applications. 

Labour Day—cCollege closed. 

Registration, see schedule—Page 6. 

Supplemental examinations begin. 


Late applications will now be con- 
sidered. 


Official Registration closes. Note: 
Registration may close earlier if 
maximum is reached before this 
date. 


First term begins in Day and Even- 
ing Divisions. 

Thanksgiving Day. No lectures in 
the Day Division. 


Remembrance Day. Classes will be 
held as usual. 


Last day of classes before Christmas 
vacation, Day and Evening Divi- 
sions. 


1959 


Monpay, JANUARY 5. 


Monpay, JANUARY 13. 


Monpay, JANUARY 19. 


FRIDAY, MARCH 27. 
SATURDAY, MARCH 28. 
SUNDAY, MARCH 29. 


Monpbay, Marcu 30. 


SATURDAY, APRIL 11. 


MonpDaAyY, APRIL 13. 


FRIDAY, APRIL 17. 


SATURDAY, APRIL 18. 


MonpDaAy, APRIL 20. 


Monpay, May 11. 


FripAyY, May 22. 


TuEsDAY, May 26. 


College re-opens. First term ex- 
aminations begin in Day and 
Evening Divisions. 


Second term begins in Engineering 
(Day). 


Second term begins in both divisions, 
and in Engineering (Evening). 


Good Friday. No classes. 
No classes. 
Easter. 


Easter Monday. No classes in the 
Day Division. 


Last day of classes in Engineering 
(Day). 


Examinations begin in Engineering, 
(Day). 


Last day of classes in the Evening 
Division, including Engineering, 
(Evening). 

Last day of classes in Day Division. 


Final examinations begin in Day 
and Evening Divisions, and in 
Engineering, (Evening). 


Registration begins for Summer 
Session. 


Convocation. 


Summer term begins in Evening 
Division. 
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FALL REGISTRATION DATES 


All registration for the fall term 1958-59 will take place according 
to the following schedule. (Note:—to be sure of admission all new 
students must submit applications accompanied by certificates of 
former schooling not later than August 29th.) As the College is 
operating at maximum capacity, students who do not register on 
the date assigned for them may be unable to enter the College this 
year. Former students should note that absolutely no registration 
will be made after September 19. 


SCHEDULE FOR ARTS, SCIENCE, & COMMERCE 


September 2 —new and former 4th year students (all students 
who have 15 or more credits)—Evening Division 
only. 


September 3 —new and former 4th year students (all students 
who have 15 or more credits)—Day Division 
only. 


September 4 —new and former 3rd year students (all students 


who have 10 or more credits)—Evening Division 
only. 


September 5 —new and former 2nd year students (all students 
who have 5 or more credits)—Evening Divisio 
only. 3 


September 6-8 —former 1st year students—Evening Division only. 
September 9 | —new 1st year students—Evening Division only. 


September 10 —new and former 3rd year students (all students 


who have 10 or more credits)—Day Division 
only. 


September 11 —new and former 2nd year students (all students 
who have 5 or more credits)—-Day Division only. 


September 12-13—all first year students—Day Division only. 


September 15 —new partial students (students accepted for 
individual courses and not proceeding towards 
a degree.) 
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Note:—Students whose applications have not been received be- 
fore August 29th will not be interviewed, nor will their applications 
be considered between September 2-15. From September 16 to 
September 19 the College will consider late applications if presented 
in person and accompanied by certificates of former schooling—as 
long as there are openings for further registration. When the maxi- 
mum registration is reached, regardless of the date, registration will 
be closed and no further applications will be considered. 

Registration of former students will continue up until September 


19. Students who have not re-registered by that date will have to 
wait a year before re-entering classes. 


SCHEDULE FOR ENGINEERING 


—All first year Engineering Students—Day and 
Evening. 


August 28-29 


September 2-15 —AIl second year Engineering Students—Day and 


Evening (2nd year students may also register on 
August 28-29 if they desire to do so.) 
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THE CORPORATION OF 
SIR GEORGE WILLIAMS COLLEGE 
(BEING ALSO THE MEMBERS OF THE METROPOLITAN BOARD 


OF DIRECTORS OF THE YOUNG MEN’S CHRISTIAN 
ASSOCIATION OF MONTREAL) 


J. W. McConnELt, Esq., (HONORARY PRESIDENT.) 


George Hobart, B.Sc. 
(President) 

O. B. Thornton, O.B.E. 
(First Vice-President) 

Colin W. Webster, B.A. 
(Second Vice-President) 


H. Roy Crabtree, Esq. 


(Third Vice-President) 


J. R. Logan, Esq. 


(Honorary Treasurer) 


James H. Webb, Esq. 


(Honorary Secretary) 


F. G. Hubbard, Esq. 
(General Secretary) 


D. S. Abbott, B.Sc., M.Eng. 
_E. R. Alexander, B.A., A.M. 


Robert D. Armstrong, B.Comm., 
C.A. 


T. H. Atkinson, Esq. 
John J. F. Bancroft, Esq. 


A. Turner Bone, B.Sc., 
M.E.I.C., P.Eng. 


Joseph M. Breen, B.A.Sc. 
Leslie H. T. Clegg, Esq. 
W. Norman Clelland, Esq. 


C. Leslie Copland, B.A., 
F:GAS. 


A. H. Cowie, M. Eng., M.E.I.C., 
M.C., V.D. 


J. R. Crawford, Esq. 
Robert A. Emerson, B.Sc. (C.E.) 


Hon. Geo. B. Foster, Q.C., 
M.B.E. 


John B. Frosst, Ph.G. 
J. A. Fuller, B.A. 
G. A. R. Hart, M.B.E. 


Richard E. Heartz, B.Sc., 
LL.D., M.E.I.C. 


George Hodge, O.B.E. 
W.S. Kirkpatrick, B.A., S.C. 
Herbert H. Lank, B.A. 
T. Denton Lewis, Esq. 


W. F. Macklaier, B.C.L., Q.C. 


H. M. Mawhinney, Esq. 


James D. McKeown, B.A., M.C. 


T. R. McLagan, O.B.E. 


S. C. Norsworthy, D.S.O., M.C. 


J. M. Pritchard, LL.D. 
B. W. Roberts, O.B.E., D.C.L. 


Howard I. Ross, M.A., €.A., 
O.B.E. 


A. E. Sargent, M.C., B.Sc. & E. 


K. M. Sedgewick, Esq. 
H. Greville Smith, C.B.E. 


Irving T. Tait, D.Sc., M.E.I.C. 


W. Taylor-Bailey, B.Sc. 

L. W. Townsend, O.B.E., M.C. 
F. B. Walls, C.B.E. 

M. M. Walter, Esq. 

Frank A. Whittall, Esq. 
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ADVISORY BOARD OF THE CORPORATION OF 
SIR GEORGE WILLIAMS COLLEGE 


(BEING ALSO THE MEMBERS OF THE METROPOLITAN ADVISORY 
BOARD OF THE YOUNG MEN’S CHRISTIAN 
ASSOCIATION OF MONTREAL) 


L. J. Belnap, B.Sc., D.Eng. 
Henry G. Birks, Esq. 
George W. Bourke, B.A. 
Arthur H. Campbell, Esq. 


Murray R. Chipman, M.C., B.A. 


J. P. Copland, Esq. 
J. H. Davey, Esq. 
S. G. Dobson, Esq. 


Victor M. Drury, O.B.E., 
B.Ch.Eng., M.B.A. 


Hon. Charles A. Dunning, P.C., 
Leb: 


George V. Ferguson, B.A., LL.D. 
B. C. Gardner, M.C., LL.D. 

G. Blair Gordon, B.Sc. 

H. J. Hannaford, Esq. 


R. D. Harkness, D.S.O., M.C., 
B.Sc. 


R. A. C. Henry, C.M.G., B.A., 
B.Sc. 


George R. Hodgson, Esq. 
R. C. Holden, B.A., B.C.L., 
Q.C 


W. H. Howard, B.A., B.C.L., 
O.C’, CBE. 

A. C. Jenson, Esq. 

Frederick Johnson, Esq. 


Eric A. Leslie, B.Sc. 

A. Wesley Mason, Esq. 

John G. McConnell, C.B.E. 

J. W. McConnell, Esq. 

Air Vice-Marshal C. M. Mc- 
Ewen, C.B., M.C., D.F.C. 
and Bar, LL.D. 

A. W. McMaster, B.Sc. 


R. O. McMurty, M.C., B.A., 
B.C.L. 


A. L. Paterson, Esq. 

Major-General F. R. Phelan, 
C.B., D.S.O., M.C., V.D. 

R. E. Powell, LL.D. 

W. W. Southam, Esq. 

R. E. Stavert, B.Sc. 

Ross O. Stevenson, Esq. 

Guy Tombs, J. P., Chevalier of 
the Order of Leopold II (Bel- 
gium). 

W. K. Trower, Esq. 

R. C. Vaughan, C.M.G., D.Sc. 

Major-General A. E. Walford, 
C.B., C.B.E., M.M., E.D., 
COA FP eCLLS: 

George A. Walker, Q.C., D.C.L. 

D. A. Whittaker, Esq. 

E. C. Wood, Esq. 
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BOARD OF GOVERNORS OF 
SIR GEORGE WILLIAMS COLLEGE 


B. W. Roberts, O.B.E., D.C.L., Chairman 
W. Taylor-Bailey, B.Sc., Vice-Chairman 


J. H. Andrews, M.M. 

C. R. Armstrong, M.A. 

Arthur Atkins, Esq. 

Walter Attridge, Esq. 

H. C. Beatty, Esq. 

Roy Campbell, B.A., B.Sc.F., 
FCS: 


G. C. Donaldson, B.A. 


Hon. George B. Foster, Q.C., 
M.B.E. 


John B. Frosst, Ph.G. 


Richard E. Heartz,M.Sc.,LL.D., 
M.E.I.C. 


George Hobart, B.Sc. 
George Hodge, O.B.E. 

Lt. Col. S. C. Holland, C.D. 
F. G. Hubbard, Esq. 
Charles B. Neapole, Esq. 


K. R. Patrick, O.B.E., C.D. 

J. Richards, Petrie, M.A., Ph.D. 
A. T. Roblin, Esq. 

H. I. Ross, O.B.E., M.A., C.A. 


O. M. Solandt, O.B.E., M.A., 
M.D., D.Sc.,LL.D.,M.R.C.P., 
F.R.S.C. 


Hector McD. Sparks, Esq. 
Frank Stannard, B.Sc. 


Irving R. Tait, B.Sc., D.Sc., 
M.E.I.C. 


F. B. Walls, C.B.E. 
Lindsay P. Webster, B.Com., 
C.A. 


R. L. Weldon, O.B.E., M.Sc., 
LL.D. 


L. Austin Wright, B.A. Sc., 
D. Eng., M.E.I.C. 


THE FACULTY COUNCIL 


J. W. Bridges, Ph.D. 


Jack Bordan, B.Eng., M.S.C., 
P.Eng., M.E.I.C. 


Douglass Burns Clarke, M.A. 

Neil Compton, M.A., M.Litt. 

Robert A. Fraser, B.A. 

William Ross Fraser, M.A., 
B.D. 


Henry Foss Hall, B.A., L.R.E., 
LL.D. 


J. Murray Honeyman, A.M. 


Arthur Lermer, M.A. 
Samuel Madras, Ph.D. 


Donald L. Peets, B.Sc. 


P. T. R. Pugsley, B.A., B.Com., 
C.A., F.C.LS. 


Herbert F. Quinn, M.A. 

Robert C. Rae, B.A., B.S.W. 
Walter R. Raudorf, Ph.D. 
Norman E. Smith, M.A., Ph.D. 


Rachel Chait Wasserman, M.A., 
Ph.D. 
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THE OFFICERS OF ADMINISTRATION 


Henry Foss Hall, B.A., L.R.E., LL.D., Principal 
Douglass Burns Clarke, M.A., Vice-Principal and Registrar 
Henry George Worrell, B.A., Bursar 
Robert Cannon Rae., B.A., B.S.W., Dean 
Donald Leonard Peets, B.Sc., Assistant Dean 
Robert Alexander Fraser, B.A., Assistant Registrar 
Donald E. Ayre ,B.A., Assistant to the Registrar 
J. Alexander Sproule, B.A., M.Ps.Sc., Student Counsellor 
Jean P. Harder, M.A., Assistant Student Counsellor 
Gordon R. Lowe, M.A., Assistant Student Counsellor 
Earl H. Adams, M.D., Mental Hygiene Consultant 
Magnus Flynn, B.Com., 

Director of Athletics and Administrative Assistant 
E. Gault Finley, M.A., B.Com., 

Administrative Assistant to the Principal 
Mona Osborne, Supervisor of Records 

Fred Sauer, Supervisor of Accounts | 
W. Travers Smith, B.Sc., (Com.), B.Sc., Administrative Assistant 
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OFFICERS OF INSTRUCTION 


NATURAL SCIENCES DIVISION 
Senior Professor—Professor Samuel Madras 


(a) Instructional Staff (full-time) 
William F. Black, B.Sc. (Man.), Ph.D. (McGill), 
Assistant Professor of Biology 
Henry Foss Hall, B.A. (Eastern), L.R.E. (M.D.T.C.), LL.D. (Mc- 
Master), 
Professor of Natural Science 
Martin Harrow, B.Sc. (McGill), 
Lecturer in Mathematics 
James Murray Honeyman, B.A. (McGill), A.M. (Harvard), 
Professor of Biology 
Ludwig Paul Lange, B.Sc. (S.G.W.C.), M.Sc. (Birmingham), 
Lecturer in Physics 
Ruth Lowther, B.Sc. (McGill), 
Curator in Biology 
Samuel Madras, B.Sc. (S.G.W.C.), Ph.D. (McGill), - 
Professor of Chemistry and Sentor Professor in the Natural 
Sciences Division 
Donald L. Peets, B.Sc. (McGill), 
Associate Professor of Biology 
Jean-Pierre Petolas, B.Sc. (S.G.W.C.), 
Assistant Professor of Physics 
Walter Rudorf Raudorf, Ph.D. (Vienna), 
Professor of Physics . 
Norman Edward Smith, B.A. (U.N.B.), M.A., Ph.D. (McGill), 
Professor of Mathematics 
Clifford Carroll Sparling, B.A. (Queen’s), 
Associate Professor of Mathematics 
Francisco Tomas, B.Sc. (S.G.W.C.), 
Curator in Physics 
John Russell Ufford, B.Eng. (McGill), M.A.Sc. (Toronto), 
Associate Professor of Chemistry . 
Roger H. C. Verschingel, B.Sc. (S.G.W.C.), Ph.D. (McGill), 
Assistant Professor of Chemistry 
Edna Vowles, B.Sc. (Bristol), ; 
Associate Professor of Mathematics 
Joseph Philip Zweig, B.Sc., B.Sc. (Com.) (S.G.W.C.), M.A. (Mc- 
Gill), 
iA ela Professor of Mathematics 
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(b) Instructional Staff (part-time) 

Frederick Warren Bedford, B.A. (Loyola), B.Sc. (S.G.W.C.), 
Lecturer in Mathematics 

Mary Alberta Boswall, B.Sc. (Dal.), 
Lecturer in Mathematics 

Ernest William Vaughan Deathe, B.A. (Dal.), 
Lecturer in Mathematics 

James Gardiner Dick, B.Sc. (S.G.W.C.), 
Lecturer in Chemistry 

Andrew D. Long, B.Sc. (S.G.W.C.), 
Lecturer in Chemistry 

Thomas Massiah, B.Sc. (S.G.W.C.), 
Lecturer in Chemisiry 

Bruce Andrew McIntosh, M.Sc. (Western), 
Lecturer in Physics 

Edward Russell Paterson, B.A. (McGill), 
Assistant Professor of Natural Science 

Eugene Adolf Pollitzer, B.Sc. (Shanghai, China), 
Lecturer in Mathematics 

Kenneth Pidd, B.Sc. (Hull), 
Lecturer in Mathematics 

Fernand Emile Norbert Rossaert, 
Lecturer in Draughting 

Harry H. Schwartz, B.Eng. (McGill), S.M. (M.I.T.), P.Eng., 
Lecturer in Mathematics 

Leslie J. Smith, B.Sc. (S.G.W.C.), 
Lecturer in Mathematics 

Edward Storr, B.A. (Oxon), 
Lecturer 1n Mathematics 


Claire H. Yates, B.Sc. (S.G.W.C.), Ph.D. (McGill), 
Lecturer in Chemistry 


HUMANITIES DIVISION 
Sentor Professor Emeritus—Claude Willet Thompson, M.A. 
(Oxon) 


Sentor Professor—Professor William R. Fraser 


(a) Instructional Staff (full-time) 

Roger B. Angel, B.A. (McGill), 
Lecturer in Philosophy 

Douglass Burns Clarke, B.A. (S.G.W.C.), M.A. (McGill), 
Professor of English and Fine Arts 


Neil Compton, M.A. (McGill), M.Litt. (Cantab), 
Associate Professor of English 
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Wynne Petersen Francis, B.A. (S.G.W.C.), 
Assistant Professor of English 
William Ross Fraser, B.A. (Mt.Allison), M.A. (Dal.), B.D. (U.T.C.), 
Professor of Philosophy and Senior Professor in the Humanities 
Division 
Sidney Stevens Lamb, B.A. (McGill), 
Lecturer in English 
Lorna Elizabeth MacLean, B.A. (Toronto), M.A., (Smith), 
Assistant Professor of English 
Boyd G. Sinyard, B.A. (Bishops), M.A., B.D. (Toronto), S.T.M. 
(U.T.S.), 
Lecturer in Religious Knowledge 
Rytsa Tobias, B.A. (S.G.W.C.), 
Assistant Professor of English 
Rachel Chait Wasserman, M.A. (McGill), M.A. (Rad.), Ph.D. 
(Cornell), 
Professor of Humanities 
James Henry Whitelaw, M.A. (Oxon), 
Associate Professor of Modern Languages 
Henry Hewitt Worsford, B.A. (Cantab.), M.A. (McGill), 
Associate Professor of Classics 


(b) Instructional Staff (part-time) 

Kenneth Dunbar Adams, B.Sc. (S.G.W.C.), L.Mus. (McGill), 
Lecturer in Fine Arts 

Thelma S. Allen, A.T.C.M., 
Lecturer in Fine Arts 

Marguerite Héloise Argall, B.A. (Adelphi), M.A. (McGill), 
Lecturer in French 

Leonard Arnold, B.A. (S.G.W.C.), 
Lecturer in English 

Alfred D. G. Arthurs, B.Ped. (Tor.), M.A. (Acadia), 
Lecturer in English 

Roslyn Belkin, B.A. (S.G.W.C.), 
Lecturer in English 

Ruth Briggs, B.A. (Sask.), 
Lecturer in English 

Ghitta Caiserman, A.B. (Parsons School of Design), 
Lecturer in Fine Arts 

Arthur Candib, B.A. (S.G.W.C.), 
Lecturer in English 

E. George Cochrane, B.A. (S.G.W.C.), M.Ed., (Toronto), 
Lecturer in English 

Kenneth Charles Etheridge, B.A. (S.G.W.C.), 
Lecturer in English 

Edmund Fancott, 
Lecturer in English 
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John Flood, 
Lecturer in English 
Rolf Freidrich Flore, (Munster), 
Assistant Professor of German 
Silvia Eileen Freddi, B.A. (S.G.W.C.), 
Lecturer in English 
Norah Mazel Freedman, M.A. (McGill), 
Lecturer in English 
Clayton Gray, 
Lecturer in French 
Nora F. Irwin, M.A. (McGill), 
Lecturer in French 
Irving Peter Layton, B.Sc. (Mac), M.A. (McGill), 
Lecturer in English 
Phyllis Loiselle, B.A. (S.G.W.C.), 
Lecturer in English 
David B. MacFarlane, B.A. (S.G.W.C.), M.A. (Montreal), 
Lecturer in Journalism 
Alexander MacLean, A.C.LS., 
Lecturer in English 
Norman St. Clair Manson, B.A. (S.G.W.C.), 
Lecturer in English 
Donald McGill, B.A. (Toronto), 
Lecturer in English 
Audrey Miller, M.A. (Toronto), 
Lecturer in English 
Charles Mitchell, B.A. (McGill), 
Lecturer in English 
Beatrice Opala, B.A. (S.G.W.C.), 
Lecturer in Fine Arts 
Alfred Pinsky, 
Lecturer in Fine Arts 
Moshe Z. Prives, B.A. (S.G.W.C.), M.A. (McGill), Ph.D. (Montreal), 
Lecturer in Hebrew and Political Science 
Abraham Ram, B.A. (S.G.W.C.), 
Lecturer in English 


Leah Sherman, B.A. (S.G.W.C.), M.A. (N.Y.U.), 
Lecturer in Fine Arts 


Irving Harold Smith, B.A. (S.G.W.C.), M.A. (McGill), 
Lecturer in English 

Ruth Smith, B.A. (Queen’s, N.C.), 
Lecturer in English 

Norman Springford, 
Lecturer in Fine Arts 
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Gaston Fernand Stegen, B.A. (S.G.W.C.), M.A. (Middlebury), 
elle, 
Lecturer in Spanish 


Anne Mary A. Stokes, B.A. (S.G.W.C.), 
Lecturer in English 


Manuel Torres, . 
Lecturer in Spanish 


Miles Gilbert Walker, B.A. (McGill), 
Lecturer in English 


Gertrude Waseem, 
Lecturer in German 


Henrietta Weyland, B.A. (S.G.W.C.), 
Lecturer in English 


Orson Wheeler, B.A. (Bishop’s), R.C.A., S.S.C., 
Lecturer in Fine Arts 


Paul Frederick Widdows, B.A. (Oxon), 
Lecturer in Classics 


Beatrice Wrath, B.A. (S.G.W.C.), 
Lecturer in English 


SOCIAL SCIENCES DIVISION 
Senior Professor—Professor J. W. Bridges 


(a) Instructional Staff (full-time) 

James Winfred Bridges, B.A. (McGill), M.A., Ph.D. (Harvard), 
Professor of Psychology and Senior Professor im the Social 

Sciences Division 

Eric Gault Finley, B.A., B.Com. (McGill), M.A. (Col.), 
Lecturer in Education 

Robert Alexander Fraser, B.A. (S.G.W.C.), 
Lecturer in Political Sctence 

Arthur Lermer, M.A. (Toronto), 
Professor of Economics 

Edward Eastman McCullough, B.A. (Queen’s), M.A. (McGill), 
Associate Professor of History 

John Wilfred O’Brien, M.A. (McGill), 
Assistant Professor of Economics 

Harold Herbert Potter, B.A. (S.G.W.C.), M.A. (McGill), 
Associate Professor of Sociology 

Herbert Furlong Quinn, B.A. (S.G.W.C.), M.A. (McGill), 
Professor of Political Science 

Robert Cannon Rae, B.A., B.S.W. (Toronto), 
Lecturer in Sociology 
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(b) Instructional Staff (part-time) 
Muriel Armstrong, B.A. B.Ed. (Alta.), M.A. (McGill), 
Lecturer in Economics 
Harry A. Clinch, B.A. (Toronto), M.A. (McGill), 
Lecturer in Geography 
Hedley Gardiner Dimock, B.A. (Beloit), M.A., Ed.D. (Col.), 
Lecturer in Sociology 
Saul Frankel, M.A. (McGill), 
Lecturer in Political Science 
Jack Goldner, B.A., B. Com. (S.G.W.C.), 
Lecturer in Social Science 
Charles R. Halford, B.Com. (S.G.W.C.), M.A. (McGill), F.L.M.I. 
Lecturer in Economics 
Thomas O. Hecht, B.A. (S.G.W.C.), 
Lecturer 1n Political Science 
Lucille Irvine, M.A. (McGill), 
Lecturer in Psychology 
Bernice Loeb, B.A. (Toronto), 
Lecturer in Sociology 
Gordon Readman Lowther, B.A. (Cantab.), 
Lecturer in Sociology 


Sea Maurice Mahoney, B.Sc., (S.G.W.C.), M.Sc., Ph.D. (Mc- 
111), 


Lecturer in Psychology 

Joyce Annie Marshall, B.Com. (S.G.W.C.), M.Com. (McGill), 
Lecturer in Economics 

Paul J. Meier, Ph.D. (Basle) 
Lecturer in Economics 

Brenda A. Milner, M.A. (Cantab.), Ph.D. (McGill), 
Lecturer in Psychology 

Cameron Nish, B.A. (S.G.W.C.), 
Lecturer in History 

Allan U. Paivio, B.Sc. (McGill), 
Lecturer 1n Psychology 

Demos S. Petros, B.Sc. (Northwestern), 
Lecturer 1n Economics 

Thomas Plunkett, B.A. (S.G.W.C.), M.A. (McGill), 
Lecturer in Political Science 


Abraham Rotstein, B.A. (McGill), 
Lecturer in Economics 


- David Schwartz, B.A. (Queen’s), B.C.L. (McGill), LL.M. (Har- 


vard), 
Lecturer in Political Science 
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Daniel Sydiaha, B.Eng. (Sask.), M.Sc. (McGill), 
Lecturer in Psychology 


Edmund Winston Vaz, M.A. (McGill), 
Lecturer in Psychology 


Robert Vogel, B.A. (S.G.W.C.), M.A. (McGill), 
Lecturer in History 


COMMERCE DIVISION 


Senior Professor—P.T.R. Pugsley, B.A., B.Com. (S.G.W.C.), 
C.A., F.C.DS. 


(a) Instructional Staff (full-time) 


Donald William Burke, C.A., 
Lecturer in Commerce 


James Gilchrist Finnie, B.Sc. (Com.), (S.G.W.C.), C.A., C.G.A., 
Associate Professor of Accountancy 


Adam Dickie, B.Com. (McGill), 
Assistant Professor of Commerce 


Martin Henry Franklin, B.A., B.C.L. (McGill), 
Lecturer in Commerce 


(b) Instructional Staff (part-time) 

Lewis Lloyd Annett, B.Com. (McGill), 
Lecturer in Commerce 

John Bruno Archer, B.A., B.Sc. (Com.), (S.G.W.C.), F.C.B.A., 
Lecturer 1n Commerce 

John Beagley Atkinson, C.A., 
Lecturer in Accountancy 

Orval Graham Barker, M.C.I., 
Lecturer in Commerce 

Leo Joseph Bilodeau, B.Eng. (McGill), 
Lecturer in Commerce 

Lewis Brimacombe, C.A. 
Lecturer in Accountancy 

Lloyd Joseph Brown, M.A. (Man.), F.S.A., 
Lecturer in Commerce 

Herbert Conrad Byleveld, M.Ec. (Rotterdam), 
Lecturer in Commerce 

Allan John Cameron, B.Com. (Toronto), 
Lecturer in Commerce 

Hector Waterman Chandler, B.Sc. (Com.), (S.G.W.C.), M.C.I., 
Lecturer in Commerce 


Leslie Gordon Clarkson, B.Com. (S.G.W.C.), C.G.A., 
Lecturer in Accountancy 
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Edmund Gilchrist Collard, B.A., B.C.L. (McGill), 
Lecturer in Commerce 


Donald William Cook, B.Com. (McGill), C.A., 
Lecturer in Accountancy 

John Crawford, 
Lecturer 1n Commerce 

Joseph Dickstein, B.Com. (McGill), M.B.A. (Penn.), 
Lecturer in Commerce 

Vernon Howard Earle, M.A. (Cantab.), 
Lecturer in Commerce 

William Arthur Edge, B.A. (McGill), 
Lecturer in Commerce 

Richard Henry Fallon, B.Com. (McGill), C.A., 
Lecturer in Accountancy 

John Rolfe Ferguson, B.Com., B.A. (S.G.W.C.), 
Lecturer in Commerce 

Maurice Gold, B.Com. (S.G.W.C.), C.A., 


Lecturer in Accountacy 


Rosa Bianca Gualtieri, B.C.L. (McGill), 
Lecturer in Commerce 


Arthur Keith Ham, B.A. (McGill), M.B.A. (U.W.O.), 
Lecturer in Commerce 

Winston C. Hassam, 
Lecturer in Commerce 

Gordon Arthur Holmes, B.Com. (McGill), A.C.LS., 
Lecturer 1n Commerce 

David Edward Howley, B.Com. (McGill), C.A., 
Lecturer in Accountancy 


Edward Allan Hutchinson, B.Com. (S.G.W.C.), 
Lecturer in Accountancy 


William Douglas Innes, B.Com. (S.G.W.C.), A.C.I.S., C.G.A., 
Lecturer in Commerce 

Arthur S. Klimes, B.Sc., B.Com. (S.G.W.C.), 
Lecturer in Commerce 


Gerard Romeo Labelle, B.Com. (S.G.W.C.), C.G.A., 


Lecturer in Accountancy 

Marc Charles Lapointe, B.A. (Montreal), B.C.L., M.C.L. (McGill), 
Lecturer in Commerce 

Emile Romeo Ledoux, R.I.A., 
Lecturer in Accountancy 


Ralph Dale Linton, B.Com. (McGill), C.A., A.C.LS., 
Lecturer 1n Commerce 
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Harvey Mann, B.Com. (S.G.W.C.), C.A., 
Lecturer in Accountancy 


Frederick Ernest Marlow, 
Lecturer in Accountancy 

Thomas Edward Mather, B.Com. (Toronto), 
Lecturer in Commerce 

Gerard Ulric Maurice, B.A. (Ottawa), L.Sc.Soc. (Montreal), 
Lecturer in Commerce 

Joseph A. McCann, 
Lecturer in Commerce 

Errol Leslie McCarty, B.Com (McGill), 
Lecturer in Commerce 

Thomas Justin McKenna, B.A. (Loyola), B.C.L. (McGill), 
Lecturer in Commerce 

Charles McLaughlin, B.A., M.Com. (Montreal), C.A., 
Lecturer in Commerce 

Bernard Joseph Mendelsohn, B.Com. (S.G.W.C.), C.A., 
Lecturer in Accountancy 

Maurice Abraham Miller, B.Com. (S.G.W.C.), C.A., 
Lecturer in Accountancy 

William Hamilton Morton, B.Com. (S.G.W.C.), 
Lecturer in Commerce 

Robert Leslie Neff, B.A.Sc. (Toronto), M.B.A. (U.W.O.), 
Lecturer in Commerce 

Evans Gerard Olwell, Jr., A.B. (Notre Dame), 
Lecturer in Commerce 

Peter Pick, B.Com. (S.G.W.C.), 
Lecturer in Commerce 

Frederick Douglas Pynn, B.Com. (Dal.), C.A., 
Lecturer in Accountancy 

Lea M. Read, B.A., B.Sc. (S.G.W.C.), 
Lecturer in Commerce 

Thomas Clift Read 
Lecturer in Commerce 

Stanley Davis Reavely, B.B.A. (Penn.), C.A., C.G.A., 
Lecturer in Accountancy 

James Michael Reeve, B.Com. (Man.), M.B.A. (Chicago), 
Lecturer in Commerce 

Roy Smith, B.A. (Oxford), 
Lecturer in Commerce 

John Smola, B.Com. (S.G.W.C.), 


Lecturer in Commerce 
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James Arthur Soden, B.C.L. (McGill), 
Lecturer in Commerce 


Merton Stafford Threlfall, 
Lecturer in Commerce 


Edward William Tinmouth, C.A., 
Lecturer in Accountancy 


John Napier Turner, B.A. (U.B.C.), B.A.. B.C.L. (Oxon) 
Lecturer in Commerce 


James Douglas Wahn, M.Sc. (Sask.), M.A. (Chicago) 
Lecturer in Commerce 


Allison Arthur Mariotti Walsh, B.A., B.C.L. (McGill) 
Lecturer in Commerce 


Astrid Zillatus, 
Lecturer in Commerce 


ENGINEERING DIVISION 


(a) Instructional Staff (full-time) 


Jack Bordan, B.Eng., M.Sc. (McGill), P.Eng., 
Associate Professor of Engineering 

Seymour Levine, M.Eng. (McGill), P.Eng., 
Assistant Professor of Engineering 

(b) Instructional Staff (part-time) 

Carl Goldman, M.Eng. (McGill), 
Lecturer in Engineering 

Louis Egon Tarandi, Dipl. Ing. (Estonia), 
Lecturer in Engineering 


LIBRARIANS 


Louisa Fair, M.A. (McGill), 
Librarian 


Olga Mayowsky, B.A., B.L.S. (McGill), 
Assistant Librarian 


Anna Reich-Polgar, (Pécs), B.L.S. (U. of M.), 
Assistant Librarian 


Irene Skarlatovska, B.A. (S.G.W.C.), B.L.S 
Assistant Librarian i evga 


Mary Walsh, B.A. (Tor.), B.L.S. (McGill), 
Assistant Librarian 
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General Statement 


Sir George Williams College is a corporation chartered by the 
Provincial Legislature to conduct a “university within the Province 
of Quebec,’ and empowered by that Charter to grant the ap- 
propriate degrees, diplomas and certificates. 


It is the concentration of formal education in the Montreal 
Y.M.C.A. It was established and conducted as such for a great 
many years, until finally, in 1948, it was granted a charter in its 
own right as a college or university (Quebec, No. 175, 12 George VI, 
1948). By special by-law of agreement, however, it still operates as 
the formal educational arm of the Montreal Young Men’s Christian 
Association and, among other duties, still continues to promote 
the spiritual, intellectual, and social improvement of young men 
and women through the medium of formal educational programs 
and related extracurricular activities. 


Although persons of other faiths attend Sir George Williams 
College, it is fundamentally a Christian College and Christian educa- 
tion therein is of the utmost importance. 


Its resources are devoted to the operation of three undergraduate 
Faculties, namely Arts, Science, and Commerce, each with its own 
curricular requirements and its own degree. For purposes of the 
better integration of undergraduate life, and to give effect to the 
general educational philosophy of the College, there is a very close 
co-ordination between these three Faculties. More specialized in- 
struction is given in the Faculty of Science in its Engineering 
Division. . 

The purpose of the College, through its co-ordinated Faculties, 
is to provide general and pre-professional education for young men 
and women in both day and evening divisions. While general 
education is the primary aim of all its programmes of study, it 
does make provision for specialization in certain subject matter 
fields with a view to preparing either for future vocational com- 
petence or for admission to higher studies in other universities or 
professional faculties. 


The three curricula, in Arts, in Science, and in Commerce, and 
the content of the various courses of study, are outlined in detail 
in later pages of this Announcement, as is the program of studies in 
Engineering. 


Degrees, Diplomas and Certificates 


DEGREES OF BACHELOR. The degrees of Bachelor of Arts, 
Bachelor of Science, and Bachelor of Commerce are awarded upon 
successful completion of four-year courses of study in the Day 
Division of the College (Faculties of Arts, Science, and Commerce) 
or the equivalent in the Evening Division. 


=a 


SIR GEORGE WILLIAMS COLLEGE 93 





DIPLOMAS OF ASSOCIATE. For students who plan to spend less 
time in study beyond high school graduation than is required for a 
Bachelor’s degree the College offers three two-year programmes 
(longer in the Evening Division) leading to the diplomas of Associate 
in Arts, Associate in Science, and Associate in Commerce. Work 
done in fulfilment of the requirements for the Associate’s diploma 
is applicable, of course, for credit toward a degree. 


DIPLOMA IN ASSOCIATION SCIENCE. This diploma is awarded to 
students training for the Y.M.C.A. secretaryship, for professional 
training taken concurrently with studies for the Bachelor’s degree. 


CERTIFICATE IN ENGINEERING. Students who successfully com- 
plete the two year program in Engineering (four years in the Evening 
Division) will be awarded a Certificate in Engineering. 


CERTIFICATE OF CREDIT. Students taking partial programmes, 
i.e., those who are following one or more subjects but are not 
proceeding to a degree or diploma, are awarded a Certificate of 
Credit in each subject upon completing the required work and 
passing the required examination, upon request to the Registrar. 


Enrollment 


The total enrollment of Sir George Williams College and the Sir 
George Williams Schools during the regular winter session of 1957- 
58 was 9,459 individual students. Of these 5,758 were in the College 
(Faculties of Arts, Science, and Commerce), day and evening 
div.sions. During the summer session, 1957, there were 3,014 
individual students enrolled in the College and Schools. Of these, 
1,949 were in the College. 


Men and Women Students 


The College is co-educational, women being admitted to all 
courses on the same basis as are men. 


The Aims of the College 


The fundamental educational philosophy of Sir George Williams 
College is that its chief concern shall be the development of persons, 
through the medium of formal education and its correlated activities. 
It is recognized that this is not accomplished by mere rote learning. 
While the subject matter of the curriculum is divided into “‘courses”’ 
for the sake of convenience in administration, the primary aim of the 
College is that students shall grow in character and personality as 
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well as in those techniques and appreciations which may be re- 
quired in full and satisfactory living. The units which go to make 
up such growth may be conveniently classified as attitudes, abilities, 
and skills. It is the development of these that the College en- 
deavours to foster in its students. 


This principle is not in the least opposed to good scholarship. On 
the contrary, scholarship can be sound only when it is vital, when it 
is a living process. For example, attitudes, or ways of feeling toward 
individuals, institutions, and other elements of one’s environment, 
are as much a part of a person's growth as is the attainment of 
information, important though this may be. 


Because of varying interests, aptitudes, and vocational aims, a 
modern educational institution must provide a wide range of educa- 
tional experiences for its students. In the College these experiences, 
traditionally called the ‘‘curriculum’’, are divided into three broad 
areas of life, viz.: (a) the nature of the world in which we live (the 
Natural Sciences), (b) the nature of man and of the society of which 
he is a part (the Social Sciences), and (c) the cultural heritage of 
thought, language, and the arts which, though it reaches back to the 
dawn of history, is being continuously remade in our day (the 
Humanities). Believing that educated people should come into 
intimate contact with all of these areas of life, it is provided that the 
academic experience of every student shall include work in each of 
these major fields. One attempt to accomplish this is the provision 
of the three exploratory ‘‘pandemic” courses. The emphasis placed 
upon the study of contemporary English literature and of modern 
writings in the fields of science, social science, and the arts is another 
indication of this point of view. A fourth division of the College 
curriculum (Commerce), while distinctly practical and vocational in 
emphasis, is related in teaching and course content to the basic 
philosophy of the College, since that philosophy is based on the belief 
that there is no genuine conflict between the learning of skills and 
the development of persons, that if sound personal attitudes are to 
be developed they may be as readily developed in so-called “voca- 
tional’ courses as in those that are more traditionally academic in 
nature. Students following the Commerce Curriculum are required 
to take a large part of their work in the other three major fields. 


The members of the staff of Sir George Williams College are 
wholly devoted to the teaching and guidance of students. Contacts 
between faculty members and students are by no means confined to 
the classroom and, while students are encouraged to do independent 
and constructive work, staff members are always available for con- 
sultation. 
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Student Personnel Services 


Education being considered the process of stimulating and guiding 
the growth of individual students, all of the incidentals of education 
—instructors, courses of study, textbooks, examinations—are 
considered valuable only in so far as they serve these ends. In 
addition to the fact that this concept permeates its academic work, 
the College has for many years maintained a programme of educa- 
tional, vocational, and personal guidance for its students. While all 
instructors and members of the administrative staff are responsible 
for student guidance as a part of their duties, and while several of 
these members possess a background of experience in the techniques 
of such work, a trained psychologist, acting in the capacity of 
full-time Student Counsellor, is primarily responsible for the 
co-ordination and development of the student guidance programme. 


Psychological Testing Program 


All new students in the Day Division (freshmen and upperclass- 
men) are required, as part of the registration process, to complete 
a psychological testing program. This program is designed to collect 
information about the personalities and aptitudes of the students 
involved. Such information is subsequently used as a basis for 
academic, vocational, and personal counselling and guidance. 


Guidance 


In recognition of the varying interests, aptitudes, and vocational 
aims of its students, the College has for many years maintained a 
programme of educational and vocational guidance. Extensive use 
is made of methods for determining a student’s aptitudes, abilities, 
interests, and other personality characteristics as a supplement to 
this service. Any interested student is encouraged to contact the 
Student Counsellor and his staff concerning his orientation to college 
work, his problems involving study habits, the selection of suitable 
courses of study, and the choice of a vocation. The Counsellor is 
prepared to assist students with such problems at any time. 


Guidance Library 


A special reference library on psychological and vocational 
information is maintained as a supplement to these services. This 
library includes information on personal and industrial applications 
of psychology, various vocational fields, techniques of improving 
verbal skills, and many other topics. There is also an extensive 
section, known as the Careers Library, providing comprehensive 


up-to-date information on a wide variety of professional and 
business vocations. 
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Effective Reading 


As a service to students whose problems stem from poor reading 
and study habits, the College offers a programme of training in 
effective reading. Designed to improve reading skill in all its aspects, 
the course consists of a series of 16 films, tachistoscopic training, 
and drill exercises for directing attention to comprehension and 
critical reading. This course is given each year. 


Personal Counselling 


It is not unusual that, during the time spent in gaining an educa- 
tion, a student may, at one point or another, be faced with a complex 
personal or emotional problem. Although these problems may not 
directly involve college studies, they may have a serious effect on 
them. Since, however, these events have a direct bearing on the 
development of the student as a person, and since this is of im- 
portance in the philosophy of Sir George Williams College, the 
College is prepared to offer whatever assistance it can to students 
with such problems. Both psychological and psychiatric aid can 
be provided. 


Placement 


In co-operation with the National Employment Service, the 
assistance of a full-time Placement Officer is provided for students 
of the College. Through his activities the full resources of the Na- 
tional Employment Service are made easily accessible to all students 
seeking employment. The Placement Officer is prepared to assist 
students and graduates in locating part-time, summer, or full-time 
employment. 

Students and their parents are urged to take full advantage of 
these services. 


Evening Division 


r employed men and women who for financial or other reasons 
Ae tiene to attend college by day the Evening Division of the 
College offers the same programmes and courses of study as are 
available in the Day Division. 

The outlines of the various courses of study, on pages 73 to 139 of 
this Announcement, apply to both Day and Evening Divisions. The 
standard of achievement demanded of the students in the Evening 
Division is strictly that of the Day Division, the subject matter 1s 
the same and equal academic credit is allowed. fen 

Partial course students also are enrolled in the Evening Division, 
except in the Engineering Division. These include all those who 
wish to enroll for single subjects at the college level without neces- 
sarily working toward a diploma or degree. 
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Length of Courses 


Day Division. The time ordinarily required to complete the 
work required for a degree in the College is four years. During this 
time twenty-one full courses must be completed, as indicated on 
pages 47 to 52 where curricula are discussed. Provided a proper 
sequence of courses 1s followed the student may upon the completion 
of two years, or eleven full courses, be awarded the Diploma of 
Associate in Arts, in Science, or in Commerce, as the case may be. 
In certain cases arrangements may be made to complete the re- 
quired number of courses for a degree or diploma over a longer 


period. However, the practice of taking partial courses is dis- 
couraged in the Day Division. 


EVENING Division. As in the Day Division the number of 
courses required for a degree is twenty-one and, for a diploma, 
eleven. The number of years required depends, in each case, upon 
the subjects chosen by the student and the amount of class work 
he is able to complete each year. In general, however, an efficient 
student may complete the work required for a degree in six or seven 
years. By attending classes in summer as well as winter sessions it 
is possible for evening division students to shorten the time required 
for a diploma or a degree. Students in Engineering, however, will 
in each case cover the work required for the certificate in Engineering 
in four years of evening study. 


Extra-curricular Activities 


STUDENT ORGANIZATIONS. The College encourages and supports 
student activities and organizations in the belief that through such 
endeavours and associations much real education may accrue to the 
students concerned. A Student Council controls all activities of this 
nature, including athletics, study groups, social affairs, college 
newspaper (‘‘The Georgian’’), etc. Student societies in the day and 
evening division, respectively are known as the Students’ Under- 
graduate Society and the Evening Undergraduate Society. Annual 
student society fees are to be found on pages 38, 39. 


THE FINE Arts. In order to enrich college life, students are en- 
couraged to join the College Choir, or to participate in dramatics, 
under professional supervision and direction. The library, also, 


contains a large selection of musical recordings which are available 
for students to hear. 


SPORTS AND ATHLETICS. The College is a member of the Ottawa- 
St. Lawrence Intercollegiate Athletic Association and the Canadian 
Intercollegiate Athletic Association. Representative teams in most 
sports are sponsored, and participation in intercollegiate athletics 
is encouraged. A normal program of intramural sports is conducted 
each year, and, where possible, special interest activities such as 
Rifle Shooting, Curling, Bowling, etc., are promoted. 


98 THE FACULTIES OF ARTS, SCIENCE, AND COMMERCE 


OS 


Wor.p Service. As part of the world-wide movement of the 
Young Men’s Christian Association, organized in about 70 countries 
in all parts of the world, the College participates each year in the 
support of the World Service Fund of the Association. This fund is 
used to assist the indigenous Y.M.C.A. movements in about 26 
countries which require aid from the International Committee. 
Once each year a ‘World Service Week” is held in the College, 
during which students, staff, Board of Governors and other in- 
terested friends are given the opportunity of making a voluntary 
contribution in aid of this important work. 


Responsibility of College 


While every reasonable precaution will be taken to prevent 
accidents, students are reminded that participation in athletics and 
other curricular or extra-curricular activities in the College is 
entirely at their own risk. An Accident Insurance policy is available 
through the College at a nominal cost. The College accepts no 


responsibility for the loss of personal effects. 


Graduates 


AssocIATION OF ALUMNI. The Association of Alumni was 
organized by the first graduating classes of the College in 1937, to 
perpetuate the fellowship established in their years at the College, 
to preserve an interest in education, and to work extramurally for 
the welfare of the College. Each College undergraduate automatic- 
ally becomes a member upon graduation and eligible for all the 
benefits of membership. The Association publishes a quarterly 
magazine—The Post Grad—which is sent to all members and any 
others interested in the College, and is always ready to give assist- 
ance or advice to any undergraduate or graduate. 


STUDENT LoAN Funp. The Association of Alumni Student Loan 
Fund grants financial assistance to students. These loans are based 
solely on the student’s financial need. All loans are repayable 
within two years of graduating from or leaving the college, or if 
the student continues his studies elsewhere, upon graduating from 
or leaving that College or University to which he may transfer. 


FACILITIES OF THE COLLEGE 


Sir George Williams College and the five Sir George Williams 
Schools occupy a modern five story building, completed in 1956, 
on Drummond Street, and the second and third floors of the Drum- 
mond Street Y.M.C.A. building immediately adjacent to it. Accom- 
modation is available for over 10,000 students in the various classes 
of the College and the Schools. 
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LABORATORIES. The College has ten well-designed and modernly 
equipped laboratories for the teaching of science. There is a large 
laboratory for general chemistry, and two smaller laboratories for 
advanced and physical chemistry. Four laboratories are available 
for Physics, including General Physics, Electricity and Magnetism, 
Heat and Light, and Electronics. Two laboratories are equipped 
for Biology, in conjunction with a teaching Museum, and plant 
and animal house. There is a laboratory, also, for the teaching of 
experimental psychology. 


Four ArT Stupios. Four Art studios are available for work in 
drawing and painting, modelling and sculpture, and all phases of 
fine and applied art, including draughting. 


CLassrooMs. The 50 classrooms of the College are in constant 
use, day and evening. They are well lighted and well ventilated. 
Three of these rooms bear names in honour of the late D. A. Budge, 
Esq., the late Abner Kingman, Esq., and the late C. T. Williams, 
Esq. In addition there is an auditorium seating 400 students and 
equipped with stage, dressing rooms, and scene shop. The audi- 
torium is named in honour of the late Colonel Gerald Walker Birks. 


VISUAL INSTRUCTIONAL EQUIPMENT. In keeping with modern 
developments in instructional methods, the College has recently 
greatly increased its equipment for visual instruction. This now 
includes not only a wide range of charts, models, maps, and pictures 
for basic instruction in the sciences and fine arts, but also extensive 
projection equipment. This includes sound motion picture pro- 
jectors, projection lanterns and microprojection apparatus. Ap- 
propriate sets of many hundreds of slides accompany this equip- 
ment. While especially useful in such fields as the fine arts, biology, 
and natural science, this equipment is often used in other courses. 


The college also owns a tachistoscope for use in effective reading 
courses. 


LIBRARY AND READING Room. In charge of trained librarians, 
the library is increasing its holdings rapidly to keep pace with grow- 
ing demands of the curriculum and the student body. Reading 


rooms have accommodation for one hundred and fifty students at 
one time. 


CHAPEL. The Captain’s Chapel provides, with its modern- 
romanesque architecture, stained glass and organ, an atmosphere 
conducive to quiet meditation and spiritual inspiration. 


GYMNASIUM AND SWIMMING PooL. Students, on request, are 
entitled to Central Y.M.C.A. membership cards which provides 
full mempership privileges to Day students and limited privileges to 
Evening students during the academic terms. In accordance with 
this practice students may use the gymnasia, swimming pool and 
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other physical facilities of Central Y.M.C.A. as members. In addi- 
tion, some scheduled time in these facilities is alloted for special 
College programs such as Athletic Nights, inter-College contests, 
inter-mural events, etc. 

RESIDENCE. Men students may reside in the Y.M.C.A. dormi- 
tory which occupies the same building as does the College. 

The residence of the Montreal Y.W.C.A., within walking dis- 
tance of the College, is recommended for women students. Par- 
ticulars may be obtained from the Institutional Manager, Y.W.C.A., 
1355 Dorchester Street West. 


CLASSIFICATION OF STUDENTS 


(1) UNDERGRADUATES: Students who, at the time of registra- 
tion, meet full admission requirements and enroll with the intention 
of completing the work required for a degree or diploma are classified 
as Undergraduates whether they be taking several subjects or only 
one in any given year. 

(2) PartiaL CouRSE STUDENTs: Students who, at the time of 
registration, do not expect to proceed to a degree or diploma are 
classified as Partial Course Students irrespective of the number of 
subjects of study they may be following in any given year. 


REQUIREMENTS FOR ADMISSION TO THE COLLEGE 
(FACULTIES OF ARTS, SCIENCE, AND COMMERCE) 


The College reserves the right to refuse admission even when the 
stated requirements for entrance have been satisfied. 

In addition to the requirements listed below, students entering the 
Day Division must also present a satisfactory High School Principal's 
Report (see College Application form). The College may at its discretion 
require certain students to take prescribed tests. Students whose mother 
tongue 1s not English must show, on certain tests, administered by the 
College, that they have sufficient knowledge of the English language to 
be able to follow a College program conducted in that language. 

(1) ADMISSION TO UNDERGRADUATE STANDING IN Arts: Students 
must present satisfactory proof of graduation from high school with 
an average of at least 60% on ten papers on the Quebec High 
School Leaving examinations, or the equivalent, including papers 
in English Literature and Composition. Applications for the fall 
term must be submitted by August 29th. 

(2) ADMISSION TO UNDERGRADUATE STANDING IN SCIENCE: 
Students must present satisfactory proof of graduation from high 
school with an average of at least 60% on ten papers on the Quebec 
High School Leaving examinations, or the equivalent, including 
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papers in English Literature and Composition, Algebra, Geometry, 


and at least one Science. Applications for the fall t 
submitted by August 29th. Se ee 


(3) ADMISSION TO UNDERGRADUATE STANDING IN COMMERCE: 
Students must present satisfactory proof of graduation from high 
school with an average of at least 60% in not fewer than ten papers 
on the Quebec High School Leaving examinations, or the equiva- 
lent, including papers in English Literature and Composition, and 


Algebra. Applications for the fall t 
August 29th. all term must be submitted by 


(4) ADMISSION TO UNDERGRADUATE STANDING IN ENGINEERING: 
Students must present satisfactory proof of having successfully 
passed the following subjects on the Senior High School Leaving 
examinations, or in the first year program of the Science Faculty 
at Sir George Williams College or another recognized university: 
English Literature, English Composition, Algebra, Trigonometry, 
Analytic Geometry, General Physics, Inorganic Chemistry, and an 
optional subject. Applications must be submitted by August 14th 
and applicants are advised that as only a limited number of students 
are accepted, admission will be made on a selective basis. 


(5) ADMISSION ON MaTuRE MAtTRICULATION: Admission to 
undergraduate standing in Arts, Science, and Commerce (but not 
in Engineering) may be secured by fulfilling the special entrance 
requirements for persons over 21 years of age. Persons over 21 
years of age who have not satisfied the technical requirements for 
high school graduation but who have the capacity to do college 
work are admitted as “‘conditioned”’ undergraduates in Arts 
Science, or Commerce only by fulfilling the Special Entrance Re- 
quirements for Persons over Twenty-one Years of Age. Details 
regarding these requirements may be obtained from the Registrar. 


(6) ADMISSION AS PARTIAL CoURSE STUDENT: In the case of 
students wishing to enroll for partial courses or unit subjects in the 
Evening Division, high school graduation may be waived except in 
the-case of those subjects in which successful college work is abso- 
lutely dependent upon preliminary work in the same subject taken 
at the high school level. Certain unit courses in the College, however 
are not dependent upon work completed in the high school. Students 
wishing to register for such unit courses, as Partial Course Students 
are required, therefore, only to be sufficienty mature to do the work 
of the course or to have had through other experience the essential 
background for the course. Although the College will follow this 
policy of admission of Partial Students, it reserves the right of 
decision as to the student’s eligibility for each separate course 
applied for, and the right to ask for proof of High School Graduation 
in certain cases. 
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While partial course students and students following single 
courses of interest are expected and encouraged in the Evening 
Division of the College, priority will be given to fully matriculated 
students proceeding towards one of the diplomas or degrees. Only 
in special circumstances, and with the approval of the Registrar, 
will the registration of Partial Students be accepted in the Day 
Division. No partial students will be accepted in the Engineering 
Division. 

Applications for the fall term, for all partial students, must be 
submitted by August 29th. 


Sir George Williams High School 


Applicants for admission to the Faculties of Arts, Science, and 
Commerce, whose entrance certificates do not quite meet the 
requirements, may make up the deficiency in the Evening High 
School, before entering the College. 


LIST OF EQUIVALENT CERTIFICATES 


The following certificates are accepted as fulfilling the require- 
ments for entrance to the first year of the College provided that a 
standing equivalent to 60% average on the Quebec High School 
Leaving Certificate is indicated. 


Province of Quebec 


a. The High School Leaving Certificate (Protestant or Catholic). 
b. The Graduation diploma of Sir George Williams High School. 


c. The Junior School (or Matriculation) Certificate of the 
several Universities. 


d. The Graduation diplomas of certain secondary schools. 
e. Completion of ‘‘Rhetorique” in one of the classical colleges. 


Other Provinces of Canada 


a. Nova Scotia: The Grade XI Certificate. = 


b. PRINCE Epwarp IsLAND: ‘The Second Year Certificate, 
Prince of Wales College. 


c. New Brunswick: Junior Matriculation or High School 
Leaving. 

ONTARIO: The Middle School Certificate, or Grade XII. 
MANITOBA: The Grade XI Certificate. 

SASKATCHEWAN: The Grade XI Certificate. 

ALBERTA: The Grade XI Certificate. 

British CoLuMBIA: Junior Matriculation Certificate. 


7 mo A 
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United States 


a. The College Entrance Board Certificate. 
b. The Board of Regents Certificates, State of New York. 
c. The graduation diploma of accredited High Schools. 


Other Certificates 


Certificates other than those mentioned above may be submitted 
to the Registrar for examination and evaluation. 


APPLICATION FOR ADVANCED STANDING 


Students who wish to apply for advanced standing upon the basis 


of work already completed in other colleges or universities should 
understand the following conditions: 


1. Each application for advanced standing is considered individ- 
ually, on its merits. 


2. A student, who presents evidence of having completed one 
full year of study in a four-year college, will be admitted, as a rule, 
to the second year of the College. It is provided, however, that if 
such student’s first-year selection of subjects has not coincided with 
the curricular requirements of the College, the deficiency must be 
made up in the second year. 


3. Students presenting senior matriculation, senior high school 
leaving, or upper school certificates will, in general, be given credit in 
the first year, course for course, for subjects completed. Owing to the 
special requirements of the curricula of the College, which are listed 
below, it is not possible for a student to obtain complete first year 
standing through presentation of one of the above certificates. 
Deficiencies may be made up, however, during the remainder of the 


course provided they are not too great and, further, that the student 
does the extra work necessary. 


4. In order to obtain a degree or diploma in the College, a 
candidate must do the equivalent of at least one full academic year’s 
work (including the final year) in the College irrespective of the 
amount of pro tanto credit allowed. (In the Evening Division this 
is interpreted to mean that a student must complete at least five full 
courses over a period of at least three four-month terms.) This 
regulation applies to students presenting certification of more than 
one year’s work in another college or university, and also to grad- 
uates of Sir George Williams College who may wish to qualify for a 
second bachelor’s degree in a field (Arts, Science, or Commerce) 
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other than that in which they were graduated. The College does 
not encourage the practice of students qualifying for several degrees 
at the bachelor level. In no case will the college grant all three 
bachelor’s degrees to one student without special review of the 
circumstances by Faculty Council. 


5. Except by special permission of the Faculty Council no course 
or courses will be accepted pro tanto for the pandemic courses. 


6. Any undergraduate of the College presenting a qualifying 
certificate for a commission in any branch of Her Majesty’s Forces 
will be granted one full course credit in any division (Natural 
Science, Social Science, or Humanities.) Such credit will apply 
only to the unspecified elective courses. Such credit will not apply 
towards the five courses needed to meet the residence requirements. 


7 A Student will not be given credit for courses taken at another 
university during the same academic term in which he has been 
registered for courses at Sir George Williams College, unless special 
permission has been obtained in advance from BOTH the Dean AND 
Registrar. Nor may a student register for courses at the college if 
he is enrolled at the same time for studies elsewhere. 


ACADEMIC YEAR AND CLASS HOURS 


The winter session of the college is divided into two terms, each 
term is three and one-half months in length. Exact dates marking 
the opening and closing of the various terms are to be found in the 
calendar on page four of this announcement. 


In most cases three hours of lectures are held in each course each 
week in the day division. In the evening division the same courses 
involve only two hours of lectures per week. Fewer lecture hours 
per week are required in the evening division than in the day division 
‘n view of the fact that evening students as a rule are older and more 
mature than day students, and the extra work, if necessary, is made 
up in assignments completed outside of class. Additional class 
hours are scheduled for laboratory work where this is included in a 
course. Courses in the Engineering Division, however, require the 
same number of class hours per subject in both Day and Evening 
Divisions. 


The class hours of each course are given in the Day Division and 
Evening Division timetables which should be consulted before 
registering. 
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Summer Session 


The summer session of the college, which is operated in the 
evening division only, is four months in length. The session is held 
for the convenience of evening students and it is recommended that 
evening students who take advantage of this session do so primarily 
to lighten the course load in the winter session. Evening students 
are not advised to carry a program through both winter and sum- 
mer sessions, unless at a reduced course load, for two consecutive 
summers. Students regularly enrolled in the Day Division of the 
College may not take courses for credit in the summer session unless 
it is to make up a credit deficiency. In all cases, students in the 
summer session are limited to eight class hours weekly. 


EXAMINATIONS AND ADVANCEMENT 


All students registered in the College are required to write the 
regular progress examinations held in January and the final ex- 
aminations held at the close of each course. 


The grades awarded as the final standing in each subject for the 
academic year are given on the basis of: 
(1) The year’s work of the student, week by week; 
(2) The progress examinations; 
(3) The final examinations. 


The matter of satisfactory attendance and an acceptable level 
of expression in the English language will be given consideration in 
assessing the final grade for each subject. 


Since January 1, 1954, course grades are awarded according to 
the following system: 


A (Excellent), B (Very Good), C (Good), D (Pass), F (Failure— 
may write supplemental examination), R (Failure plus unsatis- 
factory attendance or term work—must repeat course for credit) 
Abs. (Absent from examination), Inc. (Term work incomplete), 
S. (Credit for supplemental examination or late completion). 


June 30, 1943—Jan. 1, 1954, course grades were awarded ac- 
cording to the following system: 


A (90-100%), B (80-89%), C (70-79%), D (60-69%, the lowes 
clear passing grade), E (50-59%, a conditional ae F (Below 
50%, failure), Abs. (Absent from final examination), Inc. (A 
provisional category, indicating that a passing grade may be 
assigned when the student has completed additional required 
course work. Incomplete courses are finally graded not more than 


twelve months after the close of the session in which they were 
taken.) 


ee from examinations and incompletes are considered as 
ailures. 
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In order to secure credit for failed courses, supplemental examin- 
ations in those courses must be written. 


Students securing ‘‘F” grades (or the equivalent) in three or 
more subjects in any given year are required to repeat those sub- 
jects, if credit for them is to be secured, and may not write supple- 
mental examinations in those courses. 


After completion of the first year (five courses), no student may 
take more than twenty-two courses to meet the requirements for 
a degree; nor may a student proceed to further studies without the 
permission of the Dean and Registrar if in any year he (or she) has 
three or more failures. 


Students are reminded that all grades of failure, absence, and 
incomplete remain permanently on their records, and are reported 
in all transcripts of record, although credit may be obtained at a 
later date by the passing of supplemental examinations, etc. 


Students who wish to have an examination or term-paper re- 
read for purposes of raising their grades must make a formal applica- 
tion to the Registrar for this purpose within one month of receiving 
the grade. (See Fees—Pages 38, 39). 


Supplemental Examinations and Late Completions 


Supplemental examinations are held during the special exam- 
ination sessions in September only. 


Application to write the Supplemental examinations must be 
submitted to the Registrar on the form provided for this purpose 
at least one month before the examination to be written, by July 
30th. A fee of $5.00 per paper is charged for these supplemental 
examinations, payable at the time of application. 


Without special permission of the Faculty Council, supplemental 
examinations may not be written later than sixteen months after 
end of the term in which the course was taken. 


Without the special permission of the Faculty Council credit may 
not be secured for courses by passing examinations unless the course 
has been followed in the regular way during the academic year. 
When such permission is given a fee of $5.00 is charged for each 
paper, payable at the time of application. 


When a student has obtained the grade of ‘incomplete’ in any 
subject, this grade may be changed when the student has completed 
the required additional course work within a period of sixteen 
months from the end of the course and has paid a fee of $5.00. 

All supplemental examinations and late completions of assign- 
ments will be graded only as “‘S”, or “F’’. 

Students may petition to have examination papers re-read on 
payment of a fee of $10.00. This fee will be refunded if the assigned 
grade is raised. 
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REGISTRATION AND FEES 


Enrollment must be made personally at the College offices, during 
the month preceding the opening of the Session (see calendar on 
page 4 and registration schedule, page 6.) 


All students registering in the College for the first time must 
present a record of previous school and college work with their 
application for admission. Applications for the fall term in Arts, 
Science, and Commerce, and for all partial students must be sub- 
mitted by August 29th. Engineering applications must be submitted 
by August 14th. Following this application, the student’s proposed 
course of study must be approved before the application can be 
accepted and registration permitted. Students will be assigned to 
classes in order of registration, irrespective of the date of application, 
or acceptance except in the Engineering Division. In accepting 


applications, the College makes no guarantee to reserve a place in 
its classes. 


After the opening of the term, students may change their pro- 


segue of studies only upon the approval of an administrative 
officer. 


Course Load 


Students in the Day Division will carry five courses in the first 
year (five and one-half courses for Science students) ; the remainder 
of the twenty-one courses will be taken over the three following 
years, with not more than six courses in any one year. A: six course 
program will normally be sanctioned in only one of these three 
years, although the Faculty Council approves the principle of 
superior students taking one extra subject for credit in any year. 
Such students must make a request in writing to the Registrar for 
permission to carry this extra course. Students in the Evening 


Division will normally carry a maximum of three courses, except in 
Engineering. 


A student with a deficiency should remove it by a supplemental 
examination or by a summer evening course. Under exceptional 
circumstances a student may be permitted to make up a deficiency 


by taking an extra course during the regular session on written 
application to the Registrar for permission to do so. 


The College Office 


The College Office is on the main floor, 1435 Drummond Street. 
The office hours are 9:00 a.m. to 12:00 noon, 2:30 p.m. to 5:00 p.m., 
6:00 p.m. to 8:00 p.m. (Saturday, 9:00 a.m. to 12:00 noon). 
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College Bookstore 


All books and supplies required may be purchased at the College 
Bookstore. Students should secure a book-list from the College 
Office and be sure of the edition required before buying books else- 
where. 


‘ FEES 


Any student registered for more than four courses will be con- 
sidered a full time student of the college and will be charged fees as 
scheduled below for the Day Division. 


FEES—DAY DIVISION 


Tuition, per year, Arts, Science, and Commerce, (exclusive 


of other fees below)...........:::cccceseeeeer eerste teens nner ene tnaeens $300.00 
Tuition, extra subjects (in addition to regular programme) 

each full COUTSE®...........:ccccceece sneer ere eeeeene teeters teen teenee eet tnenen 60.00 
Tuition, partial course students, or individual course fee...... 65.00 
Tuition, Engineering, (including laboratory FEES)... ee ees 430.00 


Engineering Summer School, (Surveying), to be announced. 


Laboratory fee, payable in addition to tuition, for each 
subject involving laboratory or practice periods in 
addition to lectures (Arts, Science, and Commerce)....... 25.00 

Caution Money Deposit (made by each student and re- 
funded, less breakages and shortages, at close of year) 5.00 

Deferred Payment fee (charged when tuition is paid in two 


or more installments).............::ecccccceet etter eters et ents tiee 5.00 
Course Change fee (for each subject—payable at time of 

Change iris eis tact feeb ene eee 28 Fol satis es nse? 5.00 
Late Registration fee... ee etter eee ientit tegen 5.00 
Supplemental examinations, per paper (not transferable or 

TOF UTI ab LE), ences eedecessectenehrsseuevencasovencunanraztanttanssenens stent, 5.00 
Students’ Activities, annual fee.........----e eee eee eres 15.00 


Associate Diploma fee (payable on April 1st of award year) 5.00 
Graduation fee (payable on April 1st of graduating year)... 10.00 


Removal of Incompletes...............:::::ce ser en tees 5.00 
Transcript fee (for each issuance of Transcript of Record)... 1.00 
Studio Fee (Fine Arts 108).............:::: cee per month 8.00 


Fee for re-reading of papers (refundable if grade is raised)... 10.00 
a 


*4 full course represents a subject studied for one full academic year of two terms. 
A course which continues for one term only, half the academic year, ts therefore 
a half-course. 
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FEES—EVENING DIVISION 


ee Arts, Science, and Commerce, (exclusive of other fees 
ow): 


Pach halfcourse” 7 ne ee eee $ 25.00 
Each ftulr coutrse:..4. os ee ee 50.00 
ruition, Engineering, (including laboratory fees).................... 225.00 


I-ngineering, Summer School (Surveying)—to be announced. 
Laboratory fee, payable in addition to tuition for each sub- 

ject involving laboratory or practice periods in addition 

to lectures (Arts, Science, and Commerce)...................... 25.00 
Caution Money Deposit (made by each student taking 

laboratory work, and refunded, less breakages and 


_ shortages, at close Off Vear,):.e8 rte Bre Pre nee A 3.00 
Deferred Payment fee (charged when tuition is paid in two 
Orsillore installments: 2.0 ee ee ee 5.00 
Course Change fee (for each subject—payable at time of 
Change)! ies MMe ees At Ae I les. oe APU AR EEL AI eas 5.00 
Late »Registrationsfee?. i... eto en Le ES TIA Eo. 5.00 
Supplemental examinations, per paper (not transferable or 
refundable) eera:.ccgs es eee TU aes be med Ree 5.00 


Associate Diploma fee (payable on April 1st of award year) 5.00 


Graduation fee (payable on April ist of graduating year) 10.00 
Removal of Incompletes................ccccc cc ccesecccenteceesetseeesesteeeens 5.00 


Transcript fee (for each issuance of Transcript of Record) 1.00 
Studio Fee (Fine Arts 108)..........00000. ee. per month = 8.00 


ee for re-reading of papers (refundable if grade is raised). 10.00 


Registration Deposit 


_A registration deposit of $10.00 must be paid by all students in the 
( ollege for each course taken, whether full or half course. This 
deposit will be credited to their tuition contract, but IS NOT RE- 
FUNDABLE IN THE EVENT OF NON-ATTENDANCE. Re- 
vistration is not considered complete in any case until the student 
concerned has complied with all requirements of the Registrar’s 
Office and has paid the prescribed deposit, or has made an arrange- 


ment for the payment thereof which has been approved by the 
ursar. 





"A full course represents a subject studied for one full academic year of two terms. 


A course which continues for one term only, half the } 
BhGLf eer sts y, half academic year, is therefore 
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olicy on Payment of Tuition Fees 7 
/ as Min We students contract to pay the full So a for 
the courses selected for the academic year. Students un - Pat 
of age must be accompanied by a parent or a guardian who wi Sn 
the tuition contract, or provide the College with the written inet 
of the parent or guardian when making a tuition contract Pet ‘s 
College. These contracts are binding and may be cancelle ae 
at the discretion of ue uate Ns S anephs in classes will no 
nsidered a cancellation of contract. . 
Saag tuition and other fees are paid in full at the time 
registration. With the permission of the Bursar, students ney appl y 
to pay their fees in installments. When fees are paid i" rd 2 
a minimum deposit of $10.00 for each course plus all misce ane 
fees must be paid at the time of registration. Scene ace He uel 
considered complete in any case until students have ane . wi 
the regulations of the Registrar's Office and have paid the Oe 
scribed deposit or have made arrangements for payment, approve 
Bursar. | 

ea following plans are available for students who have been 
given permission to pay their fees in installments. é 

Plan A One half of the tuition plus laboratory fees, caution money. 
and all miscellaneous fees atte time of registration. Balance o 

iti ayable January 2nd. 
o Plow aon ores one quarter of tuition fees plus labora very 
fees, caution money, and all miscellaneous fees. Balance pave e ut 
three consecutive monthly installments, as outlined at t . Bis a 
registration. These payments schedules cannot be change aN we 
the permission of the Bursar and in any case Baath wi ae e 
considered completed until the requirements of Plans A or ave 

lied with. 

onan accounts not paid in full on or before October 10th are 
subject to a deferred payment fee charge of $5.00. 


Withdrawals and Adjustments 


nts who are forced to withdraw from a course or from the 
ches required to notify the Registrar S Office in bere or im 
writing and to give their reasons for withdrawing. it aw. ° 
from classes do not entitle students to refunds of fees or cancellatio 
of contracts without the permission of the Bursar. ; 
(1) Application for withdrawals must be presented no later than 
10 days after the commencement of college term. ‘a 
(2) Failure to attend classes shall not be considered a cancellation 
of contracts. 
(3) In the event that the College grants a refund, the se 
fees are not refundable, viz: fees for course changes; late 
registration; removal of incompletes; supplemental examina- 
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tions; student societies; advanced registration; mature 

matriculation. Students registering for more than the normal 

course load are not granted any adjustment for the cancel- 
lation of courses. 

The College reserves the right to withhold the award of a degree, 

diploma or transcript of credit to students whose fees are not paid in full. 


Regular Officer Training Plan (R.O.T.P.) 


The Armed Forces of Canada subsidize a limited number of under- 
graduate College students who are willing to accept a military 
service obligation as a commissioned officer under the provisions of 
the R.O.T.P. 

Acceptable applicants will be enrolled in their choice of the three 
services (R.C.N., Canadian Army, R.C.A.F.) as an officer cadet on 
a career basis. Upon graduation and fulfilment of military training 
requirements, officer cadets are promoted to commissioned rank 
and are required to serve a minimum of three years immediately 
thereafter in the service which sponsored their training. After such 
service, an officer may be released at his own request provided that 
a period of national emergency does not exist. 

Details of eligibility and admission, financial assistance and 


training may be obtained from the Assistant Registrar of the Col- 
lege, Mr. R. A. Fraser. 


University Reserve Training Plan (U.R.T.P.) 


The U.R.T.P. is designed to qualify college students for com- 
mission in the R.C.A.F. (Regular Force or one of the three Reserves 
—Auxiliary, Primary or Supplementary). 

To be eligible for enrolment in the University Squadron, a student 
must be (a) between the ages of 17 years (18 years for women 
applicants) and 26 years. (b) able to participate in R.C.A.F. Sum- 
mer Training (c) enrolled in a college course which is a requisite of 
the branch for which application is made (d) medically fit to 
R.C.A.F. standards and (e) a Canadian citizen or British subject 
resident in Canada with the status of a landed immigrant. 

Successful candidates are enrolled in the Primary Reserve in the 
rank of Flight Cadet. Each year is divided into two training periods: 
Winter Training and Summer Training. Normally, the Plan re- 
quires three winters and one, two or three Summers, depending on 
the branch of training. 

Upon graduation from college and completion of the training 
programme, Pilot Officers are eligible to transfer to the R.C.A.F. 
Regular, the Auxiliary, the Primary Reserve M.A.T.P. or the Sup- 
plementary Reserve in the rank of Flying Officer. 

Further details concerning the training programme, pay and 


allowances, etc. may be obtained from the Assistant Registrar of 
the College, Mr. R. A. Fraser. 
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SCHOLARSHIPS 


Kingman Scholarships: In the evening division only, five 
Preis of $50.00 each,endowed by personal giftof the late Abner 
Kingman in 1928, awarded annually to students who have attended 
the College for at least one academic year and who show great promise. 

D. A. Budge Memorial Scholarships: In the evening division, a 
series of scholarships in memory of the late D. A. Budge from the 
bequest of the late W. G. Cheney, tenable in Sir George Williams 
High School. Four of these scholarships are tenable in the first year 
of the College in the evening division, on the basis of work done 
in the final year of the High School. 

Birks-Beaton Memorial Scholarship: Established by the Metro- 
politan Board of the Montreal Y.M.C.A. in memory of the late 
Gerald W. Birks, President of the Young Men’s Christian Associ- 
ation of Montreal from 1922 to 1950 and the late John W. Beaton, 
General Secretary from 1920 to 1951. This scholarship of $150 is to 
be awarded annually, when merited, to a Y.M.C.A. fellowship 
student on the basis of academic standing after having completed 
at least one year at Sir George Williams College. ; 

Birks-Beaton Memorial Bursary: This bursary of $150 is awarded 
annually, when merited, to a Y.M.C.A. fellowship student in his 
or her first year at the College by the Metropolitan Board of 
Montreal Y.M.C.A. It is established in memory of the late Gerald 
W. Birks, President of the Young Men’s Christian Association of 
Montreal from 1922 to 1950 and the late John W. Beaton, General 
Secretary, from 1920 to 1951. chee 

John W. Ross Memorial Scholarship: In the day division, this 
scholarship is established by the family of the late John W. Ross, 
President of the Young Men’s Christian Association of Montreal 
from 1905 to 1915. $150.00 is awarded annually to a Y.M.C.A. 
Fellowship student on the basis of academic standing after having 
completed at least one year at Sir George Williams College. 

Sir George Williams College Memorial Scholarship: In the day 
division, this Scholarship was established by the Veterans’ Society 
and other students of Sir George Williams College in 1949, and 
maintained by them in subsequent years. A four year scholarship, 
covering tuition fees, for courses at Sir George Williams College 
in the Faculties of Arts, Science, or Commerce, for a son or daughter 
of a serviceman or servicewoman of the Canadian Armed Forces 
who died during or due to World War IT (1939-1945). A student 
receiving this scholarship in his first year will receive it in subsequent 
years provided he maintains the required standards. Further 
particulars may be obtained from the Registrar. 

Children of War Dead (Education Assistance) Act provides fees 
and monthly allowances for children of veterans whose death was 
attributable to military service. Enquiries should be directed to 
the nearest District office of the Department of Veterans Affairs. 


= = ee 
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National Council of Jewish Women of Canada Scholarships: 
in the day and evening divisions, a fund of $575.00 annually has 
been provided by the National Council of Jewish Women of Canada, 
for distribution according to financial need.. The awards will be 
made on the basis of need, but adequate scholarship is required. 

Fred C. Clarke Memorial Scholarship: In the day division, a 
scholarship of $300.00 is awarded annually to a student in any year, 
who is planning to use his education in the service of humanity, 
who has an adequate academic background, and who needs financial 
assistance. 

PEO Scholarship: In the Day or Evening Division, a scholarship of 
$50.00 is awarded annually to a student in any year who demon- 
strates scholastic ability and has the need of financial assistance to 
pay tuition fees. 

The Hugh Millar Scholarship Fund: The sum of $500.00 is made 
available to Day or Evening Engineering students, in any year, 
who have good academic achievement and who need financial 
assistance to pay for tuition fees. Applications for these scholar- 
ships must be submitted to the Dean before August 15th. 

The Hugh Millar Loan Fund: The sum of $500.00 is made available 
to Day or Evening Engineering students, in any year, who have good 
academicachievement and who need financialassistance to pay tuition 
fees. This loan is repayable after graduation from the College in 
accordance with regulations established for the College Loan Fund. 

Riddell, Stead, Graham & Hutchison Service Award: Awarded 
annually to a third year Commerce student entering fourth year 
with the intention of continuing studies with a practising firm of 
Chartered Accountants on graduation. The award, consisting of 
payment of tuition and other fees for the final year, will be made, on 
recommendation of the Senior Professor of the Commerce Division, 
and the student nominated will be offered employment for the sum- 
mer by Riddell, Stead, Graham & Hutchison. Application should be 
made at the Student Counsellor’s Office not later than February 28. 

Malcolm Jacob Weiner Memorial Scholarship: A sum of $50.00 
available annually for the tuition of any needy student at Sir 
George Williams College. 

Paul Wiltam Alexander Scholarship: A scholarship of $300.00 
awarded annually for one year by the Paul William Alexander 
Scholarship Fund of the International Association of Y’s Men’s 
Clubs to a student in Y.M.C.A. Secretarial training. Further 
information from the Dean. 

Continuation Scholarships: In the day and evening divisions, 
twenty scholarships of $100.00 each will be awarded each academic 
year by the college to students who, having completed one academic 
year at the College, have need of financial assistance. The award 
will be made on the basis of need and academic standing. 


Applications for this scholarship must be submitted before 
August 15th. 
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Entrance Scholarships: In the day division, twenty scholarships of 
$150.00 each have been offered, by the Board of Governors of Sir 
George Williams College, each year for several years, to promising 
first year students entering the College. These scholarships are 
awarded on the basis of: 

(a) standing in the High School Leaving examinations; 

(b) scholastic ability; 

(c) economic need. 

Applications for this scholarship must be submitted before 
August 15th. 

The Sir George Williams College Memorial Scholarship, the 
National Council of Jewish Women of Canada Scholarship, the 
Riddell Stead, Graham & Hutchison Service Award, the Continua- 
tion Scholarships, and the Entrance Scholarships are awarded upon 
application. Application should be made to the Dean or Registrar. 


The other scholarships listed above are awarded upon the basis 
of work done in the College or Schools and not upon application. 


PRIZES 


Governor-General’s Medal. A medal, presented by His Excellency 
the Governor-General of Canada, will be awarded annually to 
the graduating student showing the highest achievement in the field 
of English language and literature. 


Le Prix Villard founded by the students in the French Classes 
of the College in 1942-43 ‘‘pour récompenser, chaque année |’étud- 
iant qui s’est le plus intéressé et distingué dans l'étude de la langue 
et de la littérature frangaises,’’ and continued since his death, as a 
memorial to the late Dr. Paul Villard, by one of his former students, 


Mr. Yves Gallet. 


The Board of Governors Medal for Cerative Expression 
awarded annually, when merited, by the Board of Governors of 
the College to the student or students giving evidence of outstand- 
ing ability in creative expression in the fine arts,—creative writing, 


oratory, drawing, painting, drama, or music. 


First Graduating Class Award. The first graduating class of the 
Faculty of Arts, Science and Commerce, known as the Guinea Pig 
Club, a name symbolic of their pioneering experience, makes a 
presentation, when merited, to the student who is adjudged to have 


made the most outstanding new contribution, either academic or 
extra-curricular, to the student life of the College. 


Association of Alumni Award awarded annually, when merited, 
to the graduating student, who, in the opinion of the Faculty Council 
of the College, has by his activities, achievements, and interest, 
during his term at the College, won the outstanding commendation 
and respect of his fellows and of the faculty. 
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The Mappin Medal awarded annually, when merited, by 


Mappin’s Ltd. of Montreal to the hi : ; 
student in Science. e highest ranking graduating 


The Frosst Medal awarded annually, when merited, by Charles E. 


eee & Co., to the highest ranking graduating student in Com- 
e. 


The Birks Medal awarded annually, when merited, by Henry Birks 


& S : 
_ pone (Montreal) Ltd., to the highest ranking graduating student 


The Lieutenant-Governor’s Silver Medal for History: Awarded 


annually, when merited, to the student wi i 
ftheirlictory Naor ith the highest standing 


The Lieutenant-Governor’s Bronze Medal for Mathematics and 


Physics: Awarded annuall i 
PI : ‘ded y, when merited, to the student wi 
highest standing in the major in Mathematics and phe Be 


Psychological Association of the Province of Quebec: Awarded 


annually, when merited, to a student wh : 
work in Psychology. who has done outstanding 


The Chemical Institute of Canada Prize awarded annually to 


the best third year student entering f Tens 
a] ° oO e 
Chemistry. g fourth year and majoring in 


The C.l.L. Prize in Chemistry, a cash prize of $50.00 to be awarded 


(o the graduating student wi i . . : 
(ae g ith highest standing in Chemistry 


be Sun Life Prize in Economics awarded annually, when merited 
yy the Sun Life Assurance Company of Canada, to the graduating 
student with the highest standing in the Economics Major. 


The Canadian International Pa ize in Bi 
| per Company Prize in Biolo 
cash prize of $100.00 to be awarded chateliy, when eRe i 


a ; 
: une student with the best record of work in the field 


Hebrew Culture Organization of Can i 

* ada Prizes, two cash pri 

of $50.00 each awarded annually, when meri f ae 
the study of the! Hebrew aheudes en merited, for excellence in 


The Investment Dealers Association of Canada Medal, 


awarded annually to the student who obtai . 
afi : y ains th 
in Corporation Finance. 3 the ‘highest standing 
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THE ACADEMIC DIVISIONS 


The various courses of study offered in the combined Faculties 
of Arts, Science, and Commerce are grouped in four Divisions: 
The Natural Sciences Division, the Humanities Division, the 
Social Sciences Division, the Commerce Division. 

The subjects of study included in each of these Divisions of the 
College are as follows: 


Ture NATURAL SCIENCES Division (Pages 73 to 93): 


Biology Engineering 
Chemistry Mathematics 
Draughting Physics 


Tue HuMANITIES DIvIsION (Pages 93 to 112): 
English Language and Literature 


Fine Arts 

French Language and Literature 

German 

Greek 

Hebrew 

Journalism 

Latin 

Philosophy 

Religious Knowledge 

Spanish 

Tur SocIAL SCIENCES Division (Pages 112 to 127): 
Economics Mathematics 
Education Political Science 
Geography Psychology 
History Sociology 
History Applied Sociology 
THE COMMERCE Division (Pages 127 to 139): 

Accountancy Finance 
Administration Industrial Relations 
Commercial Law Insurance 
Communication Marketing 


Executive Training Commercial Mathematics 


While all students will follow some courses in each of the first 
three Divisions, students who pursue the curriculum in Arts will 
find that a majority of their courses are in the Humanities Division 
or the Social Sciences Division, Science students will elect most of 
their courses from the Natural Sciences Division, and Commerce 


students from the Commerce Division. 
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CURRICULA 


Each year's work of a student must b 
e approved by a registering officer 
and he must be officially registered for each course in hee ae 
before 1t 1s considered valid for academic credit. 


CURRICULUM FOR THE DEGREE OF 
BACHELOR OF ARTS 


Candidates for the degree of Bachelor of A i 
rts are required to 
apie twenty-one full courses* in accordance with the following 
a. At least four full courses in English i 
glish. English 201 (100 
211 (101), and English 221 (116) in the first year, Se a 
a Cod) full sourees in English for the degree. (French 
may be substituted for a half- i i 
by those qualified to take it). hal GPa erra epee 


b. Three pandemic courses: Natural Science 210 
Social Science 210 (101), in the first two years, nd ty eene 
ties 210 (101). Equivalent programs may be substituted 
for Social Science 210 and Humanities 210, if desired. (See 
note on “Equivalents for Pandemics’’ on page 49, followin 
curriculum for Bachelor of Commerce. : 


c. In the Natural Sciences Division =i 
full courses. , at least two additional 


d. In the Social Sciences Divisi 
ivision, a iti 
ran tases! t least three additional 
e. Nine additional elective courses. A maximum of three 
courses punget this requirement may be taken from each 
e Natu 1 iviSi i 
Geen ral Sciences and the Commerce Divisions if 
NOTE:—At least seven of th 
e above twenty-one courses f i 
clegree must be chosen from Category ‘‘B”’ of the Sameulta ae a 


CURRICULUM FOR THE DEGREE OF 
BACHELOR OF SCIENCE 


Candidates for the degree of Bachelor i 
of Science are required to 
eer a twenty-one full courses* in accordance with the following 
a. At least three full courses in Engli i 
glish. English 201 (100 
240 (101) in the first year, and two other full pes Fe 
nglish, including one full course in literature. 





“A full course represents three hour 
its s of class work per week for a full 
hiss the required additional laboratory or studio work. A fe fone Se eT 
or one term only 1s therefore a half-course. cea 
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ndemic courses: Social Science 210 (101) and 
z ee 210 (101). Equivalent programs may be sa 
stituted for Social Science 210 and Humanities 210, 1 
desired. (See note on ‘Equivalents for Pandemics 
page 49, following curriculum for Bachelor of Serer 
c. Atleast Chemistry 211 (102); Physics 211 (101); ANG - 
Biology 211 (101-1) or 212 (101-3) and Biology 221 ( -2) 
or 222 (101-4); and two other full laboratory outers rom 
one of the following fields: Biology, Chemistry, or P ee 
d. At least Mere ae (101-1), 221 (101-2), and 2 
1-5)—or the equivalent. 
e. ie pe ae additional courses from the combined sey 
of the Humanities, Social Sciences, and Commerce Divi- 
f: FouE and one-half additional courses from the Natural 
Sciences Division. aig 
g. Three selected additional courses from any division. ? 
NOTE —At least seven of the above twenty-one courses for this 
degree must be chosen from Category ‘“B” of the curriculum. 


CURRICULUM FOR THE DEGREE OF 
BACHELOR OF COMMERCE 


ired 
‘dates for the degree of Bachelor of Commerce are require 
isms oe ve nanone full courses* according to the following 
a At least three full courses in English. English 201 Say ot 
eit (101) in the first year, and English 215 (120), one a 
course in literature, and a selected half-course in Englis : 
b. Mathematics 241 (103) and Commercial Mathematics 231 
102). 
Cc " hea eae at least Accountancy 211 (101) and Ac- 
tancy 411 (102). | 
d rUsiGaiies 211 (101) and at least teo other full courses in 
nomics. 
& ate pandemic courses: Natural Science 210 (101) and 
"Social Science 210 (101), in the first two years, and sehres 
ties 210 (101). Equivalent programs may be substitute 
for Social Science 210 and Humanities 210, if desired. (See 
note on ‘Equivalents for Pandemics on page 49). 
f. Administration 211 (Commerce 105), and at least two other 
"full courses from the Commerce Division. x 
NOTE:—At least seven of the above twenty-one courses for this 
degree must be chosen from Category ‘‘B’’ of the curriculum. 


ll academic 

ts three hours of class work per week for a fu 

: oe glia the euired ‘dadiinoal laboratory or studio work. A three-hour course 
Followed for one term only 1s therefore a half-course. 
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EQUIVALENTS FOR PANDEMIC COURSES 
Social Science 210 
Students whose program towards a degree includes at least one 
course in each of four of the following Social Sciences may be exempt 
from Social Science 210 and may substitute another course for it 
towards the twenty-one required courses: Economics, Geography, 
History, Political Science, Psychology, Sociology. 


Humanities 210 


Students whose program towards a degree includes four courses 
from the following subjects in the Humanities division may be 
exempt from Humanities 210 and substitute another course for it 
towards the twenty-one required courses, provided that, for this 
purpose, not more than two courses may be counted from any one 
subject matter field: Philosophy 221 (102), 241 (107), 242 (107A); 
Fine Arts 231 (102), 241 (109A), 242 (109B), 243 (109C), 245 (112), 
461 (110); Religious Knowledge 211, 212, 241, 242; French 231 (104), 
421 (114), 422 (112), 423 (113), 424 (118), 425 (119); Greek 422 
(104); Latin 422 (103), Hebrew 421 (103). 


CURRICULA FOR THE DIPLOMA OF ASSOCIATE 


At the conclusion of two years’ work in the Day Division, or the 
equivalent in the Evening Division, a student may be awarded the 
diploma of Associate in Arts, Associate in Science, or Associate in 
Commerce. In order to be awarded this diploma the completion of 
cleven full courses* is required, the selection to be made not only in 
compliance with the curricula below but with a view to realizing the 
maximum values in the two years of college work. Work done in 
fulfillment of the requirements for the Associate diploma is, of 
course, applicable toward a degree. 


Curriculum for the Diploma of Associate in Arts 


a. Two full courses in English. (English 201 (100) or 211 (101) 
and 221 (116) to be taken during the first year.) 

b. Two pandemic courses: Natural Science 210 (101), and 
Social Science 210 (101) or Humanities 210 (101). See 
note (above) on ‘‘Equivalents for Pandemics.”’ 

c. In the Natural Sciences Division, at least one additional 
course but not more than two. 

d. In the Social Sciences Division, at least one additional 
course. 

e. In the Humanities, Social Sciences, and Commerce Divi- 
sions the remainder of the eleven courses, not more than 
two of which may be in Commerce. 

f. Students will attend seminars as arranged in the guidance 
programme of the College. 


eR a EG 
* A full course represents three hours of class work per week for a full academic year, 


with the required additional laboratory or studio work. A three-hour course followed 
for one term only 1s therefore a half-course. 
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Curriculum for the Diploma of Associate in Science 


a. At least one and one-half courses in English (English 201 
(10) or 211 (101), in the first year, and a half-course in 
literature). 


b. Two pandemic courses: Social Science 210 (101) and 
Humanities 210 (101). See note on “Equivalents for Pan- 
demics” on page 49. 


c. Biology 211 (101-1) or 212 (101-2), and Biology 221 (101-3) 
or 222 (101-4); Physics 211 (101); and Chemistry 211 


(102); and at least one other laboratory course in one of 
these fields. 


d. At least Mathematics 211 (101-1), 221 (101-2) or the 
equivalent. 


e. The remainder of the eleven courses to be selected from 
any of the Divisions. 


f. Students will attend seminars as arranged in the guidance 
programme of the College. 


g. Students preparing for the medical secretaryship may sub- 
stitute Accountancy 211 (101) for Mathematics, and omit 
Physics. 


Curriculum for the Diploma of Associate in Commerce 


a. At least one and one-half courses in English (English 201 
(100) or 211 (101) in the first year, and a half-course in 
literature). 


b. Two pandemic courses: Natural Science 210 (101), and 
Social Science 210 (101), or Humanities 210 (101). See note 
on ‘Equivalents for Pandemics”’ on page 49. 


c. Atleast one full course in Mathematics, exclusive of Mathe- 
matics 201 (100). (Mathematics 241 and Commercial 
Mathematics 231 are recommended for Commerce students. 


In Accountancy, at least Accountancy 211 (101). 
In Economics, at least Economics 211 (101). 


Administration 211 (Commerce 105). 


o om o 


The remainder of the eleven courses to be selected from any 
of the Divisions. 


h. Students will attend seminars as arranged in the guidance 
programme of the College. 
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se le eer renee at 
Curriculum for the Certificate in Engineering 


as TE eee now offers a two year program leading to a Certificate 
i cae a g, in the fields of Civil, Mechanical, Electrical, and 
arate et ueen Holders of this certificate may, if recom. 
pa Beanie ae Ee tOurt year of a five year course at 
: : . s, where they may complete th 
bots a eneinesting, or, they may, if they sees ore ne 
for a ey catia tare a asain complete the requirements 
‘ r of science. e sam 1 i 
the Evenine "Dividich ‘oy . e program is offered in 
er a period of four years. Ail 
accepted for any year of this course must follow the full ea 


No students will be a 
cce : : 
courses! pted on a part time basis for any of these 


First Year 


Note:—Day students will 
eae take both parts A & Bi 
Evening students will take Part A in the first oie erpie, Bak 


the second year). 
PART A Part B 
Engineering 5211, 5221, 5241, 5271 
Mathematics 2213, 2223, 2231 
Engineering 5272 
(Day Students only) 
Engineering 5273 
(Evening Students only) 


Engineering 5213 
Mathematics 2251 
Physics 4222, 4232 
Chemistry 3231 
Engineering 5274 
(Evening Students only) 
(Students electing the Chemical Engineering option will not be 


required to take Engineering 5272, 5273, or 5274). 


Second Year 


(Students will elect to follow either the Option in Civil and 


Mechanical, Electrical, or Chemi i ; 
os ’ , ical Engineering. D 
will take both parts C and D of the elected aaieh in Si ea 


Kvening students will take prepa I 
pnd are ant thestanetit part C of the option in the third year, 


CIVIL AND MECHANICAL OPTION 
Part C 


Engineering 5311, 532 si gas 
ering ’ 2, 5341 Enoi ° 
Mathematics 2353 Peas fey ts ee 


Physics 4352 
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ELECTRICAL OPTION 


Part C Part D 
Engineering 5322, 5341 Engineering 5321, 5323; 
Mathematics 2353, 2355, 2356 5342, 5351, 5371 
Physics 4351 

CHEMICAL OPTION 

Part C Part D 
Engineering 5322, 5341 Engineering 5321, 5363 
Mathematics 2353 Physics 4352 
Chemistry 3321 Chemistry 3311, 3312 


Curriculum for the Diploma in Association Science 


Candidates for the Diploma in Association Science must complete 


the curriculum for a Bachelor’s degree with five full courses from the 
‘basic areas of preparation for the Y.M.C.A. Secretaryship’ as 
outlined below (including all of the ‘required’ courses). Students 


who hold a Bachelor’s degree from another recognized university 
may obtain the Diploma in Association Science by completing a 
minimum of five full courses at the College, including necessary 
courses in the following program: 


1. 


History, Philosophy and Organization of the Y.M.C.A. 
Required: Applied Sociology 211. 


2. Christian Leadership and Interpretation 


Required: Religious Knowledge 231, and either Religious 
Knowledge 221 or English 254. 


Optional: Religious Knowledge 211, 212, 222, 241, Philosophy 
231, and the course not taken under ‘‘required.”” 


3. Administration 


Required: Applied Sociology 221. 

Optional: Accountancy 211, Administration 211, 431, Ind’ 
Relations 421, Executive Training 211, 422, 431, 
English 214. 


4. Leadership and Supervision of Program and Groups 


Required: Applied Sociology 431. 


Optional: Applied Sociology 231, Education 221, English 215, 
216, Fine Arts 211, 221, 231, 233, 234, 251. 


5. Guidance of Individuals 


Required: Psychology 427 or 451. 
Optional: The course not taken as ‘required’, Psychology 231, 
Sociology 221. 
(A further half-course specifically considering counselling in the 
Y.M.C.A. and other social agencies may be added as a ‘“‘required”’ 
subject during the 1958-59 academic year.) 
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6. Community Organization and Relationships 


Required: Applied Sociology 441. 
Optional: Sociology 221, 441. 


(Note: Sociology 441 i = 
Saciplaa eatin on 1 is a prerequisite for Applied 


Suggested Selection of Courses in the First Year 


bes ne Sugecs ons listed below are arranged to suit the schedules of 
ey Ghee iu ents. Evening division students may follow the 
“on es by selecting some of the ‘‘first year’’ courses in thei 

irst year, and the balance of these in their second year i. 


ARTS SCIENCE COMMERCE 
Course Credit Course Credit Course Credit 
pielish 211 1 English 211 1 English 211 1 
English 221 1 Natural Science Natural Science 
N ae Science 210 1 210 
4 210 7 1 #$Mathematics Accountancy 211 
noe ie . 211, 221 or Social Science 210 1 
a | Deel 22 1 And one course to 
pecal Science Mathematics be sel 
10 is recom- 231 iy wes ee 
mended as one Two of: 3 
of these) Biology 211 or 2 : 
212, and 
221 or 222 
Physics 211 
Chemistry 211 
5 5% 


Nores-: 


t. : 
|. Students preparing for entrance to the Faculty of Engineering at McGill 


University will take first 
not Biology, and adding English sce nce, choosing Chemistry and Physics but 


2, Students preparin 
a: nts | g for an Associate Dipl ivisi 
es. eee longer) should consult page re ey ovations oneteg” 
3, ile it is expected that most first year i 
. stude 
aa rate alternative programmes ee Spt iee lager he ane 
permitted as first year selections. page 54 for other courses 


4. Potential Commer i 
ce m : 
Bh vear pattern. ajors are advised to make a careful study of their 
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Courses Permitted as First Year Selections 


The following courses are permitted to the first year. 


NATURAL SCIENCES 


Course Credit 
Natural Science 

210 1 
Biology 211 or 

212, and 221 

or 222 1 
Chemistry 211 1 
Draughting 211 1 
Mathematics 201 1 


Mathematics 
211, 221 1 

Mathematics 
212, 222 1 

Mathematics 
231 Ve 


Physics 211 1 


Course Credit 
Accountancy 

211 1 
Administration 

221 % 
Commercial 

Law 211 1 
Executive 


Training 211 1 


HuUMANITIES 
Course Credit 
English 201 1 
English 211 1 
English 221 i 


Fine Arts 211 % or 1 
Fine Arts 221 4% or 1 
Fine Arts 231 
Fine Arts 232 
Fine Arts 233 
Fine Arts 234 
Fine Arts 241 
French 211 
German 211 
Greek 211 
Latin 201 
Latin 211 
Philosophy 211 
Philosophy 221 
Spanish 211 


COMMERCE 
Course Credit 


Finance 251 i 


Finance 252 6 
Insurance 211 % 
Marketing 211 % 
Marketing 221 % 
Marketing 222 1% 
Marketing 241 1% 


SocriAL SCIENCES 


Course Credit 
Social Science 

210 
Economics 211 
Geography 211 
History 211 
History 212 
History 213 
History 221 
History 223 
Political Science 


el oe 


211 1 
Sociology 211 1 
Course Credit 


Marketing 251 1 


Commercial 
Mathematics 
221 Ve 
Commercial 
Mathematics 
231 Ve 
Commercial 
Mathematics 
241 Y 
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MAJORS IN THE CURRICULA FOR DEGREES 


Majoring has been approved in the following subjects: 
ancy; Administration, Business; Adiinigenutn, Gees ; eee 
Languages; Biology; Biology and Chemistry; Chemistry: Econ- 
Omics; Economics and Political Science ; English; Fine Arts; French; 
History; Mathematics; Political Science; Philosophy; Physics and 
Mathematics; Psychology; and Sociology. 


A “major” is an approved se i 
quence of at least six full courses in 
one of the above subject matter fields, which may include certain 
approved courses in other closely related fields. The term ‘major’ 
as used by Sir George Williams College implies that the student has 
followed, within the requirements for the degree, a planned pro- 
gramme in a specific field, the level of scholarship required is the 
same as that of other programmes offered by the College. 
eee peel ate Sp tow: majors may be found under the 
outlines of the specific subject matter fields listed in the f i 
pages of the announcement. aie: 
Any student wishing to major must cons ior i 
ult the senior instructor 
of the subject matter field involved for approval before planning 
his course sequence, and present to the Registrar a statement 
signed by the appropriate instructor, authorizing him to register 
for stueiee in me nee oi major. It is recommended that such 
consultation take place during a student’s second year 
commencing the third year. years on Relore 


If necessary the requirements for a majo 
after graduation. DE caren Ea 
NOTE: A full course in any field is to be considered as either. 


a course carrying one full credit, or two courses each 
ie ' ch carrying half 


REQUIREMENTS FOR MAJORS 
Major in Accountancy* 


The following courses, in an approved sequence, constitute a 
major in Accountancy. ° 


Accountancy 211, 411, 412, 421, and 431. 

Administration 211, 221, Commercial Law 211, 431, 441, Com- 
munication 211, Executive Training 411, and Finance 411. 

English 214. 


No student will be accepted for the major until a plan of study 


over the several undergraduate years has been a 
any; roved b 
senior instructor in Commerce. PP y the 





“ The major in Account ; : . 
Cinaten ancy may be taken only tn conjunction with the degree in 
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Major in Business Adnministration* 


The following courses, in an approved sequence, constitute a 
major in Business Administration. : 

Administration 221, 251, 431, Commercial Law 211, Communica- 
tion 211, Finance 411, Industrial Relations 421; 

Executive Training 211, 421, 422, 431; 

English 214; 

Economics 221 or 222 and 251; 

Psychology 211 or Administration 441. 

No student will be accepted for the major until a plan of study 
over the several undergraduate years has been approved by the 
senior instructor in Commerce. 


Major in General Administration* 

The following courses, in an approved sequence, constitute a 
major in General Administration: 

Administration 431,Communication 211, Industrial Relations 421; 

Executive Training 211, 421, 422, 431; 

English 214, 

Psychology 211 or Administration 441. 

No student will be accepted for the major until a plan of study 
over the several undergraduate years has been approved by the 
senior instructor in Commerce. 


Major in General Administration and Marketing 


The following courses, in an approved sequence, constitute a 
major in General Administration and Marketing: 
Courses required for a Major :n General Administration with the 


addition of 
Marketing 211, 411, 412; 
Any one of: Marketing 222, 413, 414. 


Major in Ancient Languages 

The following courses in an approved sequence constitute a 
Major in Ancient Languages: 

Two of the following combinations of courses— 

A—Greek 211 and 212 

B—Latin 211 and 422 

C—Hebrew 211 and 212 

And two additional courses (excluding Latin 201) from any of 
these three languages. 

In addition, it is recommended that the following courses be 


* The majors in Bustness and General Administration may be taken only in 


conjunction with the degree in Commerce. 
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taken with the Major: Hi , 
English 241. e Major: History 211, Philosophy 221, Fine Arts 241, 
No student will be accepted for the Major until a plan of study 


over the several under 
ron graduate years, has b 
senior instructor in the Ancient Languages. eames abat he Ut: 


Mgjor in Biology 

The followin : 
major in Bisse epee: ae in an approved sequence, constitute a 
Baca pratiete 221 or 222, 422, 431 and three full courses in 
ABE : ich may be the introductory course not selected 


No student will be accepted for the major until a plan of study 


over the several undergraduat 
beat e 
senior instructor in Biola vests ashuccngapproved say tie 


Major in Chemistry 


The following courses in an a 
arise Geet pproved sequence, after the com- 
aaa emistry 211 or the equivalent, constitute a major in 
reat Ger 412, 413, 421, 431. 
e equivalent of t 
poe rie ie riree ay vr courses chosen from Chemistry 414, 
Mathematics 451. ; 
Physics 452. 
Ba spect a sequence is suggested: 
nd year—Chemistry 411, 412, 421, Math i 
Fk errant saa ; , 421, Mathematics 451. 
i y Bee aoe 431, Physics 452 and one optional Chem- 
th year—Chemistry 413, and one opti 
ptional Chemistry. 
No student will be accepted for the major until yalen of study 


over the several undergradu 
ae ate 
senior instructor in eflctniatict daeabepe oe esa age eye 


Major in Biology and Chemistry 


[he following courses i 
2 : es in an ° 
major in Biology and Senn ee bea eae A nobeaas ate Amor 


Biology 211 or 212, < 

val course. 2 , and 221 or 222, 422, 431, and one additional 
hemistry 211, 411, 412, 421, 4 

Mathematics 451. Tibdettede 


Major in Economics 


The following courses, in an 

e fo ) , approved i 

major in Economics: 211, 221, 227, 251 or 271, 411. Ot araia 
other full course in Economics. | tinge: 
Mathematics 241. 
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No student will be accepted for the major until a plan of study 
over the several undergraduate years has been approved by the 
senior instructor in Economics. 


Major in Economics and History 

The following courses, in an approved sequence, constitute a major 
in Economics and History: 

Economics 222, 422. 

History 211, 212 or 213, 221. 

Economics 421 or History 457. 


Major in Economics and Political Science 


The following courses, in an approved sequence, constitute a 
major in Economics and Political Science. 

Political Science 211, 431, and any other full course selected from 
Political Science 251, 411, 421, 441, 442 and Economics 211, 1 course 
in Economic History, and Economics 411, 421, 443. 


Major in English 

The following courses in an approved sequence constitute a major 
in English: English 211, 221 and 253, and five additional courses in 
English not including English 201, 214, 216, 419, With the approval 
of the senior instructor in English a student may substitute Fine 
Arts 247 or French 231 or both for credit towards the remaining 
additional five courses. 

A major in English will not be granted to any student who has 
failed to follow a definite sequence approved by the senior instructor 
in English; such approval to be obtained before he enters his third 


year. 


Major in Fine Arts 

The following courses in an approved sequence constitute a 
major in Fine Arts. (Note—three patterns are offered, one for 
students wishing to specialize in painting, one for students wishing 
to specialize in sculpture, and one for students seeking a general 
knowledge of aesthetics). 

1—Fine Arts 211, 231, 241, 242, 243, 411, 412, and 461. 

74—Fine Arts 221, 232, 241, 242, 243, 421, 422, and 461. 

3—Fine Arts 231, 232, 241, 242, 243, 247, 453, 461. 

While not required for the major, students majoring in Fine Arts 
are recommended to take the following subjects to supplement their 
major in Fine Arts:—English 261, History 211, History 213, 
Sociology 231, Sociology 232, and Psychology 211. 

No student will be accepted for the major until a plan of studies 
over the several undergraduate years has been approved by the 
senior instructor in Fine Arts. 
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Major in French 


The following courses in 
° ana s ° 
in French: French 211, 213, 231. Dias ae see 


No student will be accepted for the major until a plan of study 


over the several undergr 
LS debe aduate y 
senior instructor in Brevik? BEA ot Ree aa DDC ea 


Mgjor in History 


The followin 
ne g courses ; 
major in History: in an approved sequence constitute a 


(1) History 211, 212, 213, 221 or 222, and 471 and 472 


(2) One full course credit 
to be chosen from Hi 
452, 462, Soci n from History 413, 441, 451, 
cp ociology 231, Economics 221, 222, Political Science 


(3) One ful i i 
) one ull course credit from History 432 and 461, or History 


No student will be acc 
epted for the major until 
over the several undergraduate years bag been MPa Bethe 


senior instructor in History; s . 
Parerineerhe inion, y; such approval must be obtained before 


Major in Mathematics 


The followin . 
F g courses constitut 1 ' : , 
either the’ Faculty of Artsor eet ty major in Mathematics in 


In the first year—Mathemati 
tics 211 or 212, 221 
the second year—Mathematics 431, 451. Piles wig 
ai the third year—Mathematics 453, 454, 455, 461 
n the fourth year—Mathematics 462, 463. | 


No student will be 
9e accepted for the maj 
approved by the senior instructor in Mtheeeet ener 


Major in Mathematics and Physics 


The following courses i 
: sinana . 
in Mathematics and Physics: Bee cde ee oe ae oy 


Mathematics 211 and 221, or 212 and 222, and Mathematics 


231, 431, 451, 453, 454 


No student will be accepted for the major until a plan of study 


over the several under 
saline: L graduate years h 
senior instructors in Naeher ie ahdl Bee appreveni bysthe 
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Major in Philosophy 


The following courses in an approved sequence constitute a major 
in Philosophy: 

Philosophy 211, 221 and four other full courses in philosophy. 
One of the following courses May, with the approval of the senior 
‘nstructor in Philosophy, be ‘acluded in a Philosophy major: 
Psychology 211 or 412, History 211, Sociology 211, Humanities 221, 
or Political Science 431. 

No student will be accepted for the major until a plan of study 
over the several undergraduate years has been approved by the 
senior instructor in Philosophy. 


Mgijor in Political Science 


The following courses in an approved sequence constitute a 
major in Political Science: 

Political Science 211, 431, History 212 or 213; and three other full 
courses in Political Science. 

No student will be accepted for the major until a plan of study 
over the several undergraduate years has been approved by the 
senior instructor in Political Science. 


Major in Psychology 


The following courses in an appruved sequence constitute a major 
in Psychology: Psychology 211, 412, and four more full courses 
in Psychology. One of the following courses may, with the approval 
of the senior instructor in Psychology, be included in a Psychology 
major. 

A course in Biology, a course in Sociology, Philosophy 211 or 221, 
4 course in Education, Mathematics 241, or Fine Arts 461. 

No student will be accepted for the major until a plan of study 
over the several undergraduate years has been approved by the 
senior instructor in Psychology. 


Major in Sociology 


The following courses in an approved sequence constitute a major 
in Sociology : Sociology 211 and three other full courses in Sociology ; 
and Psychology 441; and one and one-half credits from Psychology 
225, 451, Economics 221, 271, Mathematics 241. 


No student will be accepted for the major until a plan of study 
over the several undergraduate years has been approved by the 
senior instructor in Sociology. 
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SPECIAL PROGRAMMES OF STUDY 


Preparation for Entrance to Graduate Faculties 
and University Professional Schools 


be eee nts si ores to transfer after graduation from Sir George 
O a university graduate facul i 
school should consult the Regi Bae erent 
( egistrar upon entrance to th i 
order that their programmes of eee ee 
study may be planned to sati 
entrance requirements of the university they expect later men Assy 


as well as the requi 
Rollcre: quirements for the degree or diploma they seek in the 


hee 2 oe ecveniees wat the obtaining of a bachelor’s degree 
ssarily imply the ability to do d 
research. However, students who, i SPS Shiela At ae 
aT t ; , in the opinion of the F 
exhibited during the peri he; 4 of the Faculty, have 
: period of their course th i ee 
srieheareentired mmondeniond ose special abilities 
o successful universit 
school work or research ma i aity proteseional 
y be given a Certificate of R 
tion to Graduate Faculties and Universi £6 OF tO RENE 
wu niversity Professtonal School 
application to the Faculty Council. St Ten Qi ea 
. Students who do not merit thi 
pet ite ate be supported by Sir George Williams colle ie 
plying for admission to such professional schools or universities 


It is standard practice f iversi 
: or university graduate schools to requi 
ea a at ead d ae Mere? Ee iE Pre vious academic per 
Diet pettee ended amount of undergraduate specializati 
majoring” in the specific subject in which pecialization or 
: the advanced d : 
sought, sufficient to enable the st a! fe dine eerie 
udent to commence i i 
upon the graduate courses. Graduates of hi ce immediately 
ealleneentneeete Rts 8 uates of high standing in a general 
usually required to take additi 
in their subject, sometimes t ace accnonal ee 
“Ly o the extent of a “‘qualifyi 9 
before proceeding to the work for higher degrees. qualifying year’, 


Y.M.C.A. Secretaryship Training 


Young men and youn sehi 
3 me g women wishing to 
pects iaries a ie Sanacla Y.M.C.A. ae ames rene tae Se 
ing for the Bachelor’s degree the maximum ibl 
courses in the Social Sciences Division and f Fae ete numbenot 
: : lfilling the ire- 
ments as outlined in the “Curriculum f he rs “ Hee Mel 
Science.’’ Candidates should ety pa oh pee aoe” 
ZA) Meeks te that field k j 
during their academic activi are nce Se EE A Saag ae 
ty is highly desirable as an 
i wear ener ae ae Syasatonn phase of training. Suitable candid- 
such field wor opportunities availabl 
Fellowship Training Plan of the Montreal YMCA. This ples 
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i i jal and living ex-~ 
des some remuneration to offset tutoria 
Le eaten for the Fellowship Pee ney areidingr Vora 
tropolitan Office of the Montreal ¥.M.U ti. 
eatin qualifying for the Y.M.C.A. Secretaryship are directed 
to the following publications in pamphlet form: 


1. “Qualifications and Training for the Secretaryship of the 
Young Men’s Christian Association. 


9. “Basic Areas of Professional Competence in the Y.M.C.A. 
Secretaryship.” 


the 
hlets may be obtained from the Personnel Offices of 
oe pene eMC A. 5 the National Council of Y.M.C.A.’s of Canada, 
15 Spadina Road, Toronto). 


Preparation for Entrance to the Study of Medicine 


i i ill College for admission 
dents preparing at Sir George Williams - 
athe Faculty of Medicine of McGill University may take the Hee 
or B.Sc. course, at least three years of either being required a: 
admission, although the complete degree course 1s preferable an 
usually is insisted upon by the medical school. 


indi heir courses these 
h students must be sure to indicate among thei s these 
aoe Apeetie Chemistry-—Chemieny, 211 . Crean ae iS 
‘stry 421. General Biology—biology or 212, of 
Soy Cenceal Physics—Physics 211. Since all applicants for state 
sion to the study of medicine in Quebec must be approved ny oT 
College of Physicians and Surgeons, their wishes should also be 
observed. It is imperative, therefore, for pre-medical students 1 
include in their programmes such Soe cart Seas as ean Ok fi 
t two courses), World Literature, tLumanities, ati 
Aenea Lata will satisfy). It should be noted also that they as 
prefer a pre-medical student to have a B.A. rather than a B.0oc. 
degree. 


ici ities other than 
dents planning to study medicine at universities: 
MiCill should consult the Registrar of the College for information 
regarding required pre-medical courses. 


Preparation for Entrance to the Study of Dentistry 


i i illi College for admission 
dents preparing at Sir George Williams 
ee Faculty of Dentistry at McGill should take the B.Sc. Course, 
at least two years of which is required for admission. 


Such students must be sure to ‘include among their courses these: 


Chemistry 211, Physics 211, Biology 211 or 212, and 221 or 222, 
Chemistry 421, and Philosophy 451 and 452. 
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Preparation for the Study of Law 


Students planning to enter the study of law should take the Arts 
degree and should note that Article 29, Section (i) of the Bylaws 
of the Bar of Quebec require proof that ‘‘a candidate has followed 
successfully a regular course in philosophy either before or after his 
admission to study law’’. Such students are advised, therefore, to in- 
clude Philosophy 211, 221, 241, 451 among their course selections. 


It should also be noted that an ability to read French easily is 
required for admission to the Faculty of Law at McGill University. 
For admission to the Faculty of Law at the University of Montreal, 
students require two years of college Latin and three years of 
Philosophy (including Logic and Ethics). 


The degree of the College is approved for admission to the study 
of law at Osgoode Hall. 


Provincial High School Teacher’s Diploma 


Regulation 130f of the School Regulations of the Protestant 
Committee of the Council of Education of the Province of Quebec 
provides that ‘“‘in order to be eligible for entrance to the course 
or courses in the theory and practice of Education leading to a 
high school certificate, a candidate must be a graduate of an ap- 
proved University.’’ The Central Board of Examiners has approved 
the Bachelors degrees in Arts and Science from Sir George Williams 
College for this purpose provided that the candidate has been ad- 
mitted to the College on not less than ten papers in the Provincial 
High School Leaving Examinations, or holds an equivalent certi- 
ficate. Students who may be admitted to the College with less 
than ten papers and who wish to become candidates for this diploma 
are advised to consult the Registrar with regard to taking extra 


courses in the College or Evening High School to make up this 
deficiency. 


Regulation 130f also provides that candidates must pass certain 
subjects approved by the Central Board of Examiners in the first 
two years of their courses in Arts or Science, as follows: 


Courses of the First Year: English (obligatory) and any four of the 
following: French, Geography, History, Mathematics, Latin, a 


biological science, chemistry, a physical science, another acceptable 
ancient or modern language. 


Courses of the Second Year: Two courses continued from the First 
Year. 
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It is provided, however, that the Central Board of Examiners 
may at its discretion (a) admit any student whose courses approx- 
mate those detailed on page 63, (b) admit students and prescribe 
the additional courses which they must complete. 


Candidates should consult the Dean or Registrar with regard 
to the selection of their courses in the final two years to be sure 
that they obtain satisfactory training in the courses they will 
later normally be called upon to teach. Candidates should note 
that Mathematics 201 and English 201 will not be accepted as 
undergraduate credits for purposes of this diploma. 


Forms of application for admission to the course in Education 
should be forwarded by students to the Central Board of Examiners 
not later than the end of their second year, so far as this is possible, 
the purpose being to ensure that the courses followed will be of as 
great value. to students wishing to enter the teaching profession 
as it is reasonable to expect. 


For purposes of this diploma, Natural Science 210 may be treated 
as a first year course instead of Physics, Chemistry, or Biology; 
Natural Science 221 is accepted as a half-course in science; Natural 
Science 221 together with a half course in Geography is accepted as 
a full second year course; Social Science 210 is accepted in place of 
Geography or History; Humanities 210 is accepted as a first year 
course in History; English 211 and English 221 are both needed 


to satisfy the requirements as a first year course in English. 


Intermediate Teacher’s Diploma 


(1) Holders of the Elementary Teacher’s Diploma may qualify 
for the Intermediate Diploma by completing a year’s work at 
Sir George Williams College in English 211 and English 221, 
and at least three of the following subjects—Biology 211 and 
221, or 212 and 222, Chemistry 211, Physics 211, French 211, 
Geography 211, German 211, a full course in History, Latin 
211, Mathematics 211 and 221, or 212 and 222, English 445. 


(2) High School graduates who complete the first year at Sir 
George Williams College in the subjects enumerated above 
may enter the School for Teachers in the one year course 
leading to the Intermediate diploma. 


Membership in the Chemical Institute of Canada 


The degree of Bachelor of Science with the major in chemistry 
that is offered by Sir George Williams College is approved as 
satisfying the requirements for admission to membership in the 
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Chemical Institute of Canada und 
er bylaws 6 and 7 of the Insti 
padereraduates, who Lave reached the age of seventeen, are eligible 
as ent Members if they are followin the 
leading to the degree and major mentioned on: page i eet AeA 
¢ ici e for election as Junior Members provided they are obtaining 
fue er training in approved graduate courses in Chemistry or 
by Erica” Enetbecring or ues pesessional experience approved 
; upon completion of such training or e 
COMMEND CINE not earlier than the first of January eee ators 
Owing graduation, and provided that they have reached the age 
“a i eae bathe they may be eligible for election as Professional 
embers. Further information may be obtained from the Registrar. 


Chartered Accountants 


_ Students holding the Bachelor of Commerce de i j 

in Accountancy from Sir George Williams Gallece atc ae pital: 
rome ering with the Institute are usually exempted from the Inter- 
Me late examinations of the Institute of Chartered Accountants 
of Quebec, and from three of the five years of apprenticeship re- 


quired for the C.A. certificate. F i 
tained from the Registrar. Mat denyinlopma ont maysBe sob: 


Certified General Accountants 


Students of the College may prepare for th inati 
General Accountants Ree ie SeN re hes tle of COA 
(Certified General Accountant). This may be done by making an 
appropriate hansen of a courses, er by including the aaa 
es leading to the diploma of Associ i 
Commerce or to the degree of Bachelor of Cairn sesnidens 
erce. 
be ae the Bachelor of Commerce degree from Sir George Willies 
. ge are now exempt from Intermediate Part I and II of the 
ssociation’s examinations and from three of the five years of 
precugee accounting experience required. Those with Major a 
Saeed are also exempted from the Final Examination in 
ndustrial and Business Organization and Management, as well as 


the Final Examination in In 
: come Tax. i ; 
be obtained from the Registrar. Oe Onan ey 


The Chartered Institute of Secretaries 


Students of the Colle 
( ge may prepare for the examinati 
pe: pantera? Inehfute rites which grants the sens seat 
GES. ssociate Chartered Institute of Secre- 
taries). This may be done by making an appropriate selection of a 


ls 
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i i i in programmes leading 
r by including the required courses 1n pr 
eB the Higloma of Associate in Sere or to es se Seana 
ing the degree oO 
of Commerce. Students holding Vesa s ea 
i i College are now exempt IT 
merce from Sir George Williams : SNE 
i the Chartered institu 
of the intermediate examinations 0 Baal 
i i tarial Practice examinatt 
Secretaries, excluding the Secre x ete 
icati t be made to the sec y 
tion for these exemptions mus 
opine “Tnstitute: Further information may be obtained from the 


Registrar. 


Registered Industrial Accountants 


Students of the College may prepare for the ezamina Hons me 
Society of Industrial and Cost, Accountants. ig & AOS alte 

rofessional certificate of “R JA.” (Registered In apt in 
int)! This may be done Py Hert aa 2 ee ee sa AHne 

ding the required co 
athe aia pone in Commerce or to the degree ite 
elor of Commerce. Students of the College who ae saree 
Rceuing studies pro 7 er he request or he 
students of the Society may comp! Ar piesa at 
~ A.. with the possible exception of four years pp 

Eaten pnerichee-and a Cost Accounting os nee 
time as they complete the requirements of the B. ee : tes 
appropriate selection of unit courses. Further infor 


be obtained from the Registrar. 


Other Specially Planned Programmes 


Students wishing a programme of study different from any of 


‘ted to discuss their plans 
ted above or below are invite 
ar ve See of the College. Students whose mother tongue 1s 


other than English particularly are urged to take advantage of 


the special arrangements which can be made to suit their needs. 
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SUMMARY OF REGULATIONS 


A brief summary of certain regulations is presented here for the guidance of 
students. A fuller statement of these regulations may be found elsewhere in the 
Announcement. Students should note that it is the policy of the College to consider 
individual circumstances in applying these regulations. 


1. Residence Requirements 


At least one full yeat at the College (including the final year) consisting of not 


less than five full courses. In the evening divisions these five courses must be 
taken over at least three four-month terms. 


2. Attendance 


Attendance requirements will vary from course to course, but attendance 
will be considered in assessing final grades. Students whose attendance is un- 


satisfactory may be refused credit for the course on the basis of examinations or 
assignments alone. 


3. Examinations 


All students are expected to write the regular mid-term and final examinations. 


pees from examinations is considered as failure except in the cases of certi- 
ed illness. 


4. Completion of Class Assignments 


Students who fail to complete class assignments on time will be marked ‘‘in- 
complete’. Grades of ‘‘incomplete’’ are considered as failures, and may be 


removed only by completing the required work within thirteen months, and 
paying the “‘late completion”’ fee. 


5. Special Examinations 


Normally, students will not be permitted to write examinations for cources 
for which they are not registered at the College. Under special circumstanses, 
in order to validate certain courses for which proper certificates are not available 
students may be permitted, by approval of Faculty Council, to obtain credit 
for such courses upon the writing of a special examination. 


6. Supplemental Examinations 


a—Supplemental examinations are written during the special examination 
sessions in September, only. 


b—Applications for supplemental examinations must be submitted not later 
than July 30th for the September examinations. 


c—Applications and fees may not be transferred to a later examination period 


d—Supplemental examinations must be written within sixteen months 
of the completion of the course. 


e—Students may write only one supplemental examination in a subject 
without repeating the course. 


f—Supplemental examinations will be graded only as “S”’ or ‘‘F’’. 


7. Credits for Outside Courses (Advanced Standing) 


a—In general, pro tanto credit will be given for courses of the Senior High 
School Leaving, or at other colleges and universities, on approval of the Re- 
gistrar, provided they are equivalent to courses offered by the College. 
b—Irrespective of the amount of credit given, the specific requirements for 
the several degrees, and the residence requirements must be met. 
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c—Pro tanto credit will not usually be given for the pandemic courses. 
d—Credit will not be given for courses taken outside the college while a 
student is registered at the college, unless permission has been obtained in 
advance from the Dean and the Registrar. Nor may students register for courses 
at the college if they are enrolled, at the same time, for studies elsewhere. 


8. Number of Courses permitted in Program 


a—Day Division—five full courses in the first year, (five and one half in the 
Science Division). The remainder of the twenty-one courses will be taken 
over the three following years with not more than six courses in any one year. 
b—Evening Division—a maximum of three full courses a year, except in En- 


gineering. 


9. Extra Courses 
Superior students in the Day Division may be given permission to carry an 


extra course for credit in any year on written application to the Registrar, 
as long as the total number of courses for the year does not exceed six full 


courses. 


10. Deficiencies 


A student with a deficiency may make it up. 

a—by writing a supplemental examination 

b—by taking a summer course 

c—under exceptional circumstances, by taking an extra course during the 
regular session, by special permission on written application to the Registrar. 
Ce who have failed a year may not make up a deficiency by these 
means). 


11. Eligibility for Summer Courses 


The Summer Session is intended primarily as an aid to the Evening students, 
who are limited to eight hours a week in this session. 

Day Division students may take summer courses only to make up a credit 
deficiency, unless the deficiency is due to a failed year. 


12. Failures 


Students securing “FR” or equivalent grades in three or more full courses in 
any given year are required to repeat those subjects, if credit for them is to 
be secured, and may not write supplemental examinations in these courses. 
(Considered as failures are all ‘‘absences’’, ““incompletes’’, and “R’’ grades). 
Such students may re-register for a subsequent session only with the special 
approval of the Dean or Registrar. After completion of his first five courses 
no student may take more than twenty-two courses to meet the requirements 
for a degree. 


13. Reappraisal of Grades 


Students wishing to have a paper re-read for purposes of raising an assigned 
grade, must make formal application to the Registrar, not later than one mont 
after the receipt of the grade, and must pay 4 fee of $10.00 (refundable if the 


grad is raised). 
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OUTLINES OF SUBJECTS 


On the followin i i 
g pages are given brief outlines of i 
ci i quay eile in ae oes These courses Bae ec th 
ing Divisions. Students should 
ener of the Curricula (pages 47-52) before aaa a 
ec sie ach of these courses may be taken separately, as a unit 
rse, by Partial Course Students in the Evening Division. 


The College reserves the ri } 
? ght to alter without nots 
any of the courses listed in the following pages, to Liaiied the Phedute a 


courses offered, and to canc 
: : el any cou PAN ; 
registration. y course for which there 1s insufficient 


A KEY TO COURSE NUMBERING IN THE ANNOUNCEMENT 


Mes soutees in the college curriculum, in Arts, Science, and Com- 
mer oy ats ivided into Categories A and B, and seven ‘courses for 
gree must be selected from Category B of the curriculum 


Category A courses are numbered from 200 to 299. 
Category B courses are numbered from 400 to 499. 


Thec i . . “Fs 
“a ae in the Engineering Division are numbered from 2000 
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English 124 (455) 
. Philosophy 101 (211 
English 125 (463) Philesophy 102 cain 
Philosophy 103 (411) 


English 127 (262) 
English 128 (454) 
English 129 (461) 
English 132 (472) 


Fine Arts 101A (233) 
Fine Arts 101B (234) 


REFERENCE INDEX TO OLD COURSE NUMBERS English 126 (261) 
Philosophy 104 (261) 
Philosophy 105 (231) 
Philosophy 106A (451) 
Philosophy 106B (452) 
Philosophy 107 (241) 
Philosophy 107A (242) 


(For your conventence courses are listed below according to the numbering system 
in effect up until June, 1958, with new course numbers shown in brackets). 





NATURAL SCIENCES 
Natural Science 101 (210) 
Natural Science 102A (221) 
Natural Science 102B (222) 
Natural Science 103 (231) 
Natural Science 104 (241) 


Chemistry 102 (211) 
Chemistry 103A (411) 
Chemistry 103B (412) 
Chemistry 104A (413) 
Chemistry 105 (421) 
Chemistry 106 (422) 
Chemistry 107 (414) 
Chemistry 108 (431) 
Chemistry 109 (432) 
Chemistry 110 (461) 
Chemistry 111 (423) 
Chemistry 112 (441) 
Chemistry 113 (424) 
Chemistry 114 (462) 
Chemistry 115 (425) 
Chemistry 116 (451) 
Draughting 101 (211) 
Draughting 102 (212) 
Draughting 103 (411) 
Mathematics 100 (201) 
Mathematics 101-1 (211) 
Mathematics 101-2 (221) 
Mathematics 101-3 (212) 
Mathematics 101-4 (222) 
Mathematics 101-5 (231) 
Mathematics 101-6 
(Commercial Mathematics 221) 
Mathematics 102 
(Commercial Mathematics 231) 


Mathematics 103 (241) 
Mathematics 104 (431) 
Mathematics 105 (451) 
Mathematics 106 (461) 
Mathematics 107 (455) 
Mathematics 108 (453) 


Mathematics 108A (454) 


Mathematics 110 (462) 


Mathematics 111 (same as Mathe- 


matics 451 
Mathematics 114 (463) 


Physics 101 (211) 
Physics 104 (441) 
Physics 105 (451) 
Physics 106 (221) 
Physics 107 (231) 
Physics 109 (461) 
Physics 110 (453) 
Physics 112 (471) 


HuMANITIES 


Humanities 101 (210) 
Humanities 102 (421) 


Humanities 103 (Religious 


Knowledge 231) 
English 100 (201) 
English 101 (211) 
English 103 (445) 
English 104 (435) 
English 105 (432) 
English 107 (434) 
English 108 (253) 
English 109 (244) 
English 110 (241) 
English 111 (464) 
English 112 (419) 
English 113 (471) 
English 114 (242) 
English 115 (243) 
English 116 (221) 
English 117 (254) 
English 118 (433) 
English 119 (214) 
English 120 (215) 
English 121 (465) 
English 122 (436) 
English 123 (216) 


Fine Arts 102 (231) 
Fine Arts 103A (211) 
Fine Arts 103B (411) 
Fine Arts 103C (412) 
Fine Arts 104 (247) 
Fine Arts 105 (252) 
Fine Arts 106 (453) 
Fine Arts 107 (232) 
Fine Arts 108 (221) 
Fine Arts 109A (241) 
Fine Arts 109B (242) 
Fine Arts 109C (243) 
Fine Arts 110 (461) 
Fine Arts 111 (251) 
Fine Arts 112 (245) 
Fine Arts 113 (244) 
Fine Arts 114 (248) 
Fine Arts 115 (246) 


French 100 (201) 
French 101A (211) 
French 101B (212) 
French 102 (213) 
French 104 (231) 
French 112 (422) 
French 113 (423) 
French 114 (421) 
French 118 (424) 
French 119 (425) 


German 101 (211) 
German 102 (212) 


Greek 101 (211) 
Greek 102 (212) 
Greek 103 (421) 
Greek 104 (422) 


Hebrew 101 (211) 
Hebrew 102 (212) 
Hebrew 103 (421) 


Journalism 101 (211) 


Latin 100 (201) 
Latin 101 (211) 
Latin 102 (421) 


Philosophy 108 (412) 
Philosophy 109 (453) 


Spanish 101 (211) 
Spanish 102 (212) 
Spanish 103 (213) 
Spanish 105 (421) 


SociaL SCIENCES 


Social Science 101 (210) 
Social Science 102 (251) 


Economics 101 (211) 
Economics 102 (221) 
Economics 106 (261) 
Economics 107 (271) 
Economics 108 (251) 
Economics 109 (421) 
Economics 111 (411) 
Economics 112 (441) 
Economics 113 (442) 
Economics 114 (481) 
Economics 115 (482) 
Economics 116 (443) 
Economics 117 (222) 
Economics 118 (422) 
Economics 120 (223) 


Education 101 (211) 
Education 102 (221) 


Education 103 (Religious 


Knowledge 221) 
Education 104 (Religious 
Knowledge 222) 
Education 105 (411) 
Education 107 (231) 


Geography 101 (211) 
Geography 102 (251) 
History 101 (211) 
History 102 (212) 
History 103 (213) 
History 104 (413) 
History 105 (452) 
History 106 (451) 
History 108 (432) 
History 109 (222) 
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History 110 (221) 
History 111 (441) 
History 112 (231) 
History 113 (461) 
History 114 (462) 
History 115A (471) 
History 115B (472) 


Political Science 101 (211) 
Political Science 102 (421) 
Political Science 103 (291) 
Political Science 104 (441) 
Political Science 105 (431) 
Political Science 106 (251) 
Political Science 107 (221) 
Political Science 108 (411) 
Political Science 109 (442) 


Psychology 101 (211) 
Psychology 102 (412) 
Psychology 103 (427) 
Psychology 104 (221) 
Psychology 105 (223) 
Psychology 106 (441) 
Psychology 107 (451) 
Psychology 108 (225) 
Psychology 109A (461) 
Psychology 109B (462) 
Psychology 110 (231) 


Sociology 102 (211) 
Sociology 103 (221) 
Sociology 104 (231) 
Sociology 105 (422) 
Sociology 106 (441) 
Sociology 107 (442) 
Sociology 108A (Applied 
Sociology 431) 
Sociology 108B (Applied 
Sociology 221 
Sociology 108C (Applied 
Sociology 211) 
Sociology 108D (Applied 
Sociology 231) 
Sociology 108E (Applied 
Sociology 441) 
Sociology 109 (232) 
Sociology 110 (443) 
Sociology 112 (423) 
Sociology 113 (238) 
Sociology 114 (251) 


COMMERCE 


Accountancy 101 (211) 
Accountancy 102 (411) 
Accountancy 103A (421) 


Accountancy 103B (422) 
Accountancy 104 (431) 
Accountancy 105 (412) 
Accountancy 106 (441) 
Accountancy 107 (451) 


Commerce 105 (Administration 211) 
Commerce 106 (Commercial Law 211) 
Commerce 107 (Marketing 221) 
Commerce 109A (Marketing 251) 
Commerce 109B (Marketing 252) 
Commerce 110 (Marketing 211) 
Commerce 111 (Marketing 222) 
Commerce 113 (Commercial Law 431) 
Commerce 114A (Finance 251) 
Commerce 114B (Finance 252) 
Commerce 115 (Finance 421) 
Commerce 115A (Finance 422) 
Commerce 116 (Finance 411) 
Commerce 116A (Finance 412) 
Commerce 117 (Insurance 211) 
Commerce 118 (Administration 442) 
Commerce 119 (Commercial Law 441) 
Commerce 123 (Administration 221) 
Commerce 124 (Communication 211) 
Commerce 125 (Executive 

Training 211) 
Commerce 126 (Industrial 

Relations 421) 
Commerce 127 (Marketing 241) 
Commerce 127A (Marketing 242) 
Commerce 128 (Administration 431) 
Commerce 129 (Administration 251) 
Commerce 130 (Industrial 

Relations 411) 
Commerce 131 (Industrial 

Relations 412) 
Commerce 132 (Marketing 411) 
Commerce 133 (Marketing 414) 
Commerce 134 (Marketing 412) 
Commerce 135 (Marketing 413) 
Commerce 136 (Commercial Law 221) 
Commerce 137 (Administration 441) 


Executive Training 102 (Executive 
Training 421) 

Executive Training 103 (Executive 
Training 422 

Executive Training 104 (Executive 
Training 431) 

ae Training 105 (Insurance 


Mathematics 101-6 (Commercial 
Mathematics 221) 

Mathematics 102 (Commercial 
Mathematics 231) 
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THE NATURAL SCIENCES DIVISION 


Note: Students requesting admission to advanced courses in Biology, Chemistry 
’ 


Mathematics and Physics : 
concerned. y must have their courses approved by the professors 


Natural Science 210 (101). General Course in the Natural Sciences 
A pandemic course providin i i 
! ‘oviding an introduction to the basic sci 
fk an inte sen eporecauon a me world of our day. Science: ie prestilted’ de 4 
; subject matter dealt with is: (a) the earth in space i 
. ect m ; , the un : 
earth’s crust, soil, minerals, rocks, strata, fossils; the natn of Laser 


etc. (b) animals and plants, their functi 
: : ’ ction . 
heredity and environment; evolution. (Full ii aetna the human body; 


Day Division: September to M 
on: ay, every year. 
Evening Division: September to May, ae ear 


Natural Science 221 (102A). Principles of Physical Geology 


The course deals with the earth as i 
a body; its structure; the ch i 
pace _ i. uae land ithe lorcesaproducing ithest changes. It aia 
rocks and minerals. It is not intended t i 
emonnay. wish Ke Wee tee practical geological work, but offers a bed Dees 
elli erest in the physical aspects of the e i 
cation of the principles outlined in the course to a Dea ahie hee a 


the earth is given in Natural Sci : ° 
slidetinnd eeecinens,it(bTslt ern 222. Lectures are illustrated with lantern 


Day Division: September to Jan 
on: uary, every year. 
Evening Division: September to January, every year. 


Natural Science 222 (102B). Principles of Historical Geology 


This course provides a surve 
y of the great changes that have tak 
theca eaters pe ak Bpolcg cal ee It explains the raat ‘of 
é is based. It also gives a general pi 
in detail) of the development of successive lif - diye Aas 
) ( é e forms as revealed i - 
trated with specimens and lantern slides. The course is ‘vealligibte Seren ae 


who are familiar with th inci : . 
Science 221. (Half A of Physical Geology. Prerequisite: Natural 


Day Division: Januar 
on: y to May, every year. 
Evening Division: January to May, pal eee 


Natural Science 231 (103). Descriptive Astronomy 


The course deals in a descripti i i 

[ LU ! iptive way with the various celestial i 

et A aca ae eee wien us ae eae and continuing Lgeetpr 

, it offers the student the modern concept of th 
universe as a whole. While it avoids mathemati eee 
| é cal treatment as much as i 

5 background of some High School physics and mathematics is of eee 

ures are copiously illustrated with lantern slides. The course is intended a 


preparation for an intelligen i with: : . : 
(Full course!) gent amateur interest in this rapidly expanding science. 


Day Division: September to Ma 
on: y, every year. 
Evening Division: September to May, po ae 
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Natural Science 241 (104). History of Science 


This course deals with the origins of science and its development from primitive 
times to the 19th century. It explains the greatly differing attitudes of the past 
towards science by relating them to the characteristics of successive historical 
periods. Throughout the course science is treated as a unity, not subdivided into 
compartments. It *s intended for students who have some background in one or 
more scientific fields, with the aim of clarifying their views of the significance of 


their particu.ar interests in the broader conception of science as a whole. Half 
course.) 


Day Division: January to May, every year. 
Evening Division: September to January, every year. 


BIOLOGY 


Biology 211 (101-1). The Evolution of Plants 

A course on the nature and evolution of the plant world. The structure, phys- 
iology and reproductive processes of representative plants from the simplest to 
the most complex types are studied. The laboratory work is intended to acquaint 
the student with the variety of plant organisms and to illustrate botanical tech- 
niques. Lectures and laboratory. Students who have previously completed 
Biology 101A may not take this course for credit. (Half course.) 


Day Division: September to January, every year. 
Evening Division: September to January, every year. 


Biology 212 (101-2). The Seed Plants 

A review of the coniferous and flowering plants including an account of their 
structure, physiology, reproduction, distribution and economic importance. In 
the laboratory the characteristic features of a variety of species of these plants are 
studied and botanical techniques illustrated. Lectures and laboratory. (Half 
course.) 

Day Division: January to May, every year. 

Evening Division: January to May, every year. 


Biology 221 (101-3). The Invertebrates 

A course in general zoology using the invertebrates as ‘llustrative material. The 
structure, physiology, reproduction, distribution and economic importance of 
these animals are considered. In the laboratory representative species are studied. 
Lectures and laboratory. (Half course.) 

NOTE: Students who have previously completed Biology 101B may not take 
this course for credit. 

Day Division: January to May, every year. 

Evening Division: January to May, every year. 


Biology 222 (101-4). The Vertebrates 

A course in general zoology using the vertebrates as ‘llustrative material. The 
structure, physiology, reproduction and evolution of these animals are considered. 
In the laboratory representative species are dissected. Lectures and laboratory. 
(Half course.) 

NOTE: Students who have previously completed Biology 101B may not take 
this course for credit. 

Day Division: Septemper to January, every year. 

Evening Division: September to January, every year. 
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Biology 241 (102). Genetics and Human Welfare 


A et : 
deals diag with ite paris of heredity as understood by modern biolo I 
The biglonical bas aoe ication of genetic principles to organisms iaeladineen . 
of organic evoluti ae sore problems is dealt with at some length. The i eine 
This euces ray Berea np aden for human life and welfare are Daeleenal 

; or C 1 : : 
Sc ince Tetniesoni ee all oe ae sue as a Natural Science or as a Social 

ay Division: September to M 
e e ee a ’ eve e 
Evening Division: September to May, Saw) fee 


Biology 271 (109). Histological Technique 


A course in methods of i 
° : preparing plant and animal ti : ; 
SUSY. Practical experience is acquired in fixing, Ua tadaite Chctite Mabachaee 
Bisibeial panied a) See sbeee uments intending scientific or etnical won tn 
e ries. 1 i 0 
piso a Lectures and Laboratory. (Full Course see full labera tory, course: tn 
ay | ivision: September to Ma ; 
Evening Division: Not given, 1958-50. ait 


Biology 421 (107). Invertebrate Zoology 


A course on the structure, tax 
at 1e ; onomy and developmen i 
ainals sqeqphasis is placed on species of economic epee Milaetet hoe 
fbi te negenadon and the parasitic mode of life are ehnaidered i ihe 
eUOLaTCrY. pt atives of the principal invertebrate phyla a di anoy 
s quisite: Biology 221. Lectures and laboratory. (Full Hout a erie 
vay Division: = Not given, 1958-59. re 
vening Division: Not given, 1958-59. 


Biology 422 (106). Chordate Anatomy 


Th i 
Baar an ey rae td of chordate animals, their reproduction, devel 
pal vertebrate classes are eal OS Soe RAS Bea A print 
eae and laboratory. (Full ates SEAS BH Gea ra gia ie 
ay Division: September to Ma 
Evening Division: September to May. 195850, 


Biology 431 (105). General Physiology 


A course in functional biolo inci 
Ff iology. The principal physiologi i 
wih conierable emphaan ‘human physaogy” tn the laboratory these pro 
1O1B 221, or a Hit 3 Pees Nn a ty techniques. Preretuisites: Bidlozy 
anaes ; ry , Physics 211. Lectures and laboratory. (Full 

Day Division: Not gi 

h on: given, 1958-59, 
Evening Division: September to May, 1958-59. 


Biology 451 (108). Animal Ecology 


The natural history of ani 
y of animals. A study of the interrelati i 
sroupe’ i oe poee a Onnents. Zoological ake are 
: co rey ° e e ’ e 
or eh iy 222. Lectures only. attatiee) ee eee 
ay Division: | September to May, 1959- 
Evening Division: September to May. aa 
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Biology 461 (103). Vertebrate Embryology 


wth and 
A course to acquaint the student with the 'urartY . Tnade of Giceted verte- 
ertebrates. A compara 1S fhe daboras 
gene Fpcies and a survey of experimental Poses Te ectc: iology 422 
i i terial is studied. ° 
appropriate illustrative ma 
Leics and laboratory. (Half course.) 


- d alternate years. 
ivision: tember to January, 1958-59, an 
Dey aE Divot Seah to January, 1959-60, and alternate years 


Biology 471 (104). Vertebrate Histology 


’ 9 


e e e f 
izati ng the various tissues © 
ganization of the cells compris! 3 
i practi aie : Biolasy 422. Lectures and laboratory. (Half course.) 
man. : 


- d alternate years. 
ivision: anuary to May, 1958-59, an | 
Dey ae Division: sane to May, 1959-60, and alternate years 


Biology 101A. Botany 


: id. The course comprises 

nd evolution of the plant wor : pete 

. Sau Oh varios ‘branches of botanical science, ineludine the eye tte eh 

phi tl their physiology, and their importance to La ratory work is 

pe tare, plant breeding and as Caer ie of ee ol plant organisms an a\ to 

: , 1 tudent wit ev ° ‘ol 101B this 
intended to acquaint oe hods. Together with Biology 5 

: . and methods. 108 

illustrate biological Neral survey of biological science. Lectures and laboratory 

(Half course.) This course is no longer offered. 


Biology 101B. Zoology 


1 rises 

the nature and evolution of the animal world. ee ie pabarpese 

scanty Hb types of animal organisms from the simplest to gue a 

radia acer wad place in nature. Ero his. St EN ie ia pan aD Pte 

io i i f man. e laborator { a 

pete Roy biclogi ean ike Ege citty of animal organisms, ae to RLS 

Tical ee ind methods. Together with Biology 101A, this coriait noe) 
hace of biological science. Lectures and laboratory. 

a ge 


This course is no longer offered. 


Biology 111. Biology of the Higher Plants 
See Biology 212. 


Major in Biology 


j 57. 
Attention is called to the statement on majors on pages 55, 


Cognate Courses 


i lans 
Courses in related fields may be helfpul or required for the student who pla 


i 441, 
eer in a branch of Biology. Among such courses are Chemistry 421 and 
Germat 211 and Psychology 461 and 462. 
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CHEMISTRY 
Chemistry 211 (102). General Inorganic Chemistry 


This course is a prerequisite to all other courses in chemistry and is taken by 
students whether or not they have had previous courses in chemistry. A funda- 
mental and historical development of the theory of inorganic chemistry is made, 
with mathematical treatment of equivalent, molecular and atomic weights, the 
laws of gases and solutions, and the principle of chemical equilibrium. The 
electron structure of matter is used as the unifying concept for valence, the 
periodic table, chemical combination and reaction. A descriptive study is made 
of colloids, metals and non-metals. (Full course.) 

Textbook: Graham and Cragg, The Essentials of Chemistry. 

Laboratory Manual: Madras, Verschingel, Laboratory Exercises in General 
Chemistry. 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 


Chemistry 411 (103A). Inorganic Qualitative Analysis 


Prerequisites: Chemistry 211, Mathematics 211, 221. The subject matter 
of this course includes an advanced treatment of valence, ionization, theory of 
acids and bases, co-ordination theory, and balancing oxidation-reduction equa- 
tions. A quantitative treatment of the Law of Chemical Equilibrium is applied 
to ionization, hydrolysis, precipitation and complex ion formation. The labora- 
tory work consists of the semi-micro analysis of cations and anions in a series of 
unknown solutions, solid mixtures, simple salts and alloys. Lectures and Labora- 
tory. (Half course.) 


Textbook: Vogel, Textbook of Macro and Semimicro Qualitative Inorganic 
Analysis. 
Reference: Curtman, Introduction to Semimicro Qualitative Inorganic Analysis. 
Day Division: September to January, every year. 
Evening Division: September to January, every year. 


Chemistry 412 (103B). Elementary Inorganic Quantitative Analysis 


Prerequisite: Chemistry 411. This course deals with the fundamental princi- 
ples of quantitative analysis including gravimetric and volumetric methods, use 
of the balance, apparatus, errors, etc. The lectures involve the application of the 
Equilibrium Law to ionization, pH, precipitation, complex ion formation and 
oxidation reduction. The laboratory work includes the standard methods of 
estimation of single constituents gravimetrically and volumetrically. Lectures and 
laboratory. (Half course.) 

Textbook: Kolthoff and Sandell, Textbook of Quantitative Inorganic Analysis. 

Day Division: January to May, every year. 

Evening Division: January to May, every year. 


Chemistry 413 Advanced Inorganic Quantitative Analysis and _Instru- 
mental Analysis 


Prerequisites: Chemistry 412, Physics 211. Chemistry 431 to be taken pre- 
viously or concurrently. Discussion of instrumental methods involving neutraliza- 
tion, precipitation and oxidation-reduction reactions. Discussion of other in- 
strumental methods such as colorimetry, spectrophotometry, nephilometry, 
voltametry, polarography and spectrography. The laboratory consists of practical 
applications of the instrumental techniques discussed in the lectures. Students 
who have previously completed Chemistfy 104 may not take this course for credit. 
Lectures and laboratory. (Full course.) 

Textbook: Kolthoff and Sandell, Textbook of Quantitative Inorganic Analysis. 
Hacley and Wiberley, Instrumental Analysis. 

Reference Delahay, Instrumental Analysis. 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 
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Chemistry 414 (107). Advanced Inorganic Chemistry ee 
‘sites: Chemistry 211, Chemistry 431. This course studies the modern 
eal Snrenic Epa ety and these are used as a basis of a detailed study 
of the Periodic Table with special emphasis on the more important elements and 
compounds not previously covered. Lectures only. (Half course.) 
References: Moeller, Textbook of Inorganic Chemistry. Sidgwick, The Chem- 
‘cal Elements and Their Compounds. Pants 
Division: September to January, 1959-60, and alternate years. 
Bae Division: Sentemnber to January, 1958-59, and alternate years. 


Chemistry 421 (105). Organic Chemistry sae 

Prerequisite: Chemistry 211. This course covers the common aliphatic and 
aromatic series, determination of structure, isomerism, mechanisms of reactions. 
Lectures and laboratory. (Full course.) 

Textbook: Noller, Textbook of Organic Chemistry. 

Reference: Fieser and Fieser, Textbook of Organic Chemistry. 

Laboratory Manual: To be announced. 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 


Chemistry 422 (106). Carbohydrates, Proteins, Amino-acids and Lipids 
uisite: Chemistry 421. This course covers the classification and structure 
of poate ydrates, amino-acids and lipids. Methods of synthesis, proofs of struc- 
ture and analytical methods are discussed. The preparation of tracer substances 
containing isotopes is included as well as their use in current biochemical prob- 
lems. Some time is devoted to cellulose chemistry. Lectures only. (Half course.) 


Reference: Gilman, Organic Chemistry. 


Division: Not given, 1958-59. 
Se nee Seatemben to January, 1959-60, and alternate years. 


Chemistry 423 (111). Advanced Organic Chemistry _ eat 
‘sites: Chemistry 421, and Chemistry 431. This course deals with elec- 

a Sig eae of organic chemistry. A discussion of bond polarity, resonance, 
acid-base theory and hydrogen bonding is used as a background for the study of 
the mechanisms of organic reactions. Lectures only. (Half course.) 

References: Alexander, Ionic Organic Reactions. Remick, Electronic Inter- 
pretations of Organic Chemistry. Hammett, Physical Organic Chemistry. 

Day Division: January to May, 1959-60, and alternate years. 

Byening Division: January to May, 1958-59, and alternate years. 


Chemistry 424 (113). Qualitative Organic Analysis i 
‘sites: Chemistry 412, Chemistry 421. After a period of study of various 
AeA Gen tian reactions and experience in advanced techniques the studdnt is 
required to identify a number of unknown compounds and to separate and identify 
mixtures of organic compounds. Lectures and laboratory. (Full course.) 
Textbooks: McElvain, Characterization of Organic Compounds. Clarke, 
Handbook of Organic Analysis. ; 
Reference: Shriner and Fuson, Identification of Organic Compounds. 
Division: September to May, 1958-59, and alternate years. 
Boonen September to May, 1959-60, and alternate years. 
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Chemistry 425 (115). Chemistry of High Polymers 


Prerequisite: Chemistry 421. This course is intended to outline the fundamen- 
tal characteristics of macromolecular substances, both natural and synthetic. A 
survey is made of the more significant polymers in the fields of plastics, resins, 
rubbers, carbohydrates, proteins, etc., and an attempt is made to correlate avail- 
able knowledge about chain structure with the physicial properties of the sub- 
stances concerned. The two main types of polymerizaticn reactions, addition and 
condensation, are discussed from the viewpoint of methods of polymerization 
and reaction mechanisms. Lectures only. (Half course.) 

Textbook: to be announced. 

Day Division: Not given, 1958-59. 

Evening Division: January to May, 1959-60, and alternate years. 


Chemistry 431 (108). Physical Chemistry 


Prerequisites: Chemistry 412. 451 must be taken previously or concurrently. 
Kinetic theory is applied to gases, critical phenomena and solutions. A brief dis- 
cussion of the liquid state and crystallography is included. Other topics discussed 
are electro-chemistry, atomic structure and radioactivity. Lectures and laboratory. 
(Full course.) 


Textbooks: Madras, An Outline of Physical Chemistry. Gladstone, Elements 
of Physical Chemistry. 
Laboratory Manuel: Daniels, et. al., Experimental Physical Chemistry. 


Day Division: § September to May, every year. 
Evening Division: September to May, every year. 


Chemistry 432 (109). Chemical Thermodynamics 


Prerequisites: Chemistry 431, Mathematics 451. Development of the first 
two laws of thermodynamics serves as a basis for a more advanced treatment of 
gases, liquids, thermochemistry and electro-chemistry. A brief treatment of 
chemical kinetics, activation energy and photochemistry is given. Lectures only. 
(Full course.) 


Textbooks: Madras, An Outline of Physical Chemistry. Glasstone, Thermo- 
dynamics for Chemists. 

Day Division: September to May, 1958-59, and alternate years. 

Evening Division: September to May, 1959-60, and alternate years. 


Chemistry 441 (112). Biochemistry 


Prerequisites: Chemistry 412, Chemistry 421. A study is made of the endocrine 
glands, enzymes, absorption of foods and digestive processes, intermediary 
metabolism of fats, carbohydrates and amino-acids, use of tracer atoms in bio- 
logical research, glycolysis cycle, acid-base balance, function of hemoglobin and 
detoxification mechanisms. Lectures and laboratory. (Full course.) 

Textbook: Mitchell, Textbook of Biochemistry. 

Day Division: Not given, 1958-59. 

Evening Division: September to May, 1958-59, and alternate years. 


Chemistry 451 (116). Pharmacology 


Prerequisites: Chemistry 421, Biology 101-B, or 221, or 222. This is a first 
course in pharmacology inter-relating the therapeutic and physiological effects of 
the more common drugs on the organism. This course is not applicable towards a 
major in Chemistry. Lectures only. (Full course.) 

Day Division: Not given, 1958-59. 

Evening Division: September to May, 1958-59, and alternate years. 
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Chemistry 461 (110). Industrial Inorganic Chemistry 


isi i i ‘nvolves a study of industrial pro- 
isite: Chemistry 211. This course invo i 
esta practices pertaining to inorgane chemical’ Spear Bee indugs 
tries covered include those concerned wl ngs erie any meee 
1 rtilizers, cements, ceramics, glass, electro 
Se and water treatment. This course is not applicable towards a major 
in chemistry. Lectures only. (Half course.) 
Textbook: Shreve, Chemical Process Industries. 
Day Division: Not given, 1958-59. 
Evening Division: September to January, every year. 


Chemistry 462 (114). Industrial Organic Chemistry 


i i is similar 1 ture to Chemistry 
‘ite: Chemistry 421. This course is similar in na > Ch 
Prone ratty ‘ach the field of organic mater cae nn 
i i men : 
are those concerned with organic synthesis, fer Oe aS er ieatice 
i efining, oils and fats, pulp and paper, paints, 
ates Petros Naikae ts not applicable towards a major in chemistry. Lectures 
: (Half course.) 
i Ree Shreve, Chemical Process Industries. ec 
Reference: Groggins, Unit Processes in Organic Chemistry. 
Day Division: Not given, 1958-59. 
Evening Division: January to May, every year. 


Chemistry 103. Semi-micro Qualitative Analysis 


Prerequisites: Chemistry 102, Mate pe Miata Buren na 
i includes discussion of valence, n, ory of 
a See niccn theory, complex 1ons and balancing ete reer 
eer tions’ A quantitative treatment of the Law of Coe Equ’ mA ae 
aaplitd to ionization, precipitation, hydrolysis, etc. a e la a8 2 Bele oot 
ae of the systematic identification of the cations an anions 4 Malia based 
“now solutions, after a study of the chemical reactions on whic eir sep 
d detection are based. Lectures and laboratory. (Full aati Meine dae? 
ae Textbook: Vogel, Textbook of Macro and Semimicro Qualitative g 
nal sis. e e e e ® 
F Rlcenee: Curtman, Introduction to Semimicro Qualitative Inorganic Analysis. 


This course is no longer offered. 


i i itative Analysis 
Chemistry 104 Inorganic Quanti i 
aerials rae Chemistry 103, Physics 101. This course deals we eS ek 
mental principles of quantitative analysis including. grevimet ae volume 
tus, errors, , > : 
methods, use of the balance, apparatus, Cir: sia Sh 
icati librium Law to ionization, precip! : ; . 
application ope ne i Instrumental methods of analysis such 
i lectrolytic separations. Instrumente 
Sasi aleannetny: Pet eo Seat Tete teen rel ee wi ; 
i boratory work includes, in adaition : 
Poti pata pete a eatituents: the systematic analysis of cee ang oe 
Taree: and laboratory. NOTE: This pe Die a in subseq 
i nd Chemistry 104A. (Full course. 
Fea ee ieolthon ind Sandell, Textbook of Quantitative Inorganic Analysis. 


This course is no longer offered. 


Chemistry 3231. 


Chemistry 3311. See E ineering Division. 
Chemistry 3312." 


Chemistry 3321. 


ior in Chemist 
Mate is called to the statement on majors on pages 55, 59. 


SiR GEORGE WILLIAMS COLLEGE 81 





DRAUGHTING 


Note: Only undergraduates may take these courses as Draughting 211, 212 and 
411, and they may not apply more than two course credits in Draughting toward 
a degree or diploma. Partial course students who wish Draughting are referred 
to Draughting 1, 2 and 3 as listed in the announcement of the evening diivsion of 
Sir George Williams Business School. There also will be found allied courses in 


Blueprint Reading, Estimating, Strength of Materials, and Practical Mathe- 
matics. 


Draughting 211 (101). Elements of Draughting 


A course designed to give a thorough training in the elements of engineering 
drawing to those engaged or about to be engaged in machine, aviation, structural, 
architectural or electrical draughting, including the reading of blueprints, use of 
draughting instruments and the making of tracings and original drawings. The 
course includes selection and use of drawing instruments and materials, lettering, 
orthographic projection drawings, order of pencilling, order of inking, curved 
work, applied geometry, tangency problems, dimensions and notes, scaled draw- 
ings, auxiliary projection, revolution, sectional views, conventional sections, 
conventional practices and symbols, working drawings, classes of working 
drawings, assembly drawings, detail drawings, plant layouts, tabular drawings, 
commercial practices, chemical and electrical engineering drawings, tracings 
blueprinting and other duplication processes. Basic descriptive geometry is 
introduced during the course and forms the continuation of orthographic pro- 
jection. Students who have not had three or four years of high school mathematics, 
and who intend to take Draughting until they complete Draughting 411, should 


also take the Business School Course in Practical Mathematics, or the equivalent. 
Lectures and practice. (Full course.) 


Day Division: Not given, 1958-59. 
Evening Division: Not given, 1958-59. 


Draughting 212 (102). Advanced General Draughting 


An advanced course arranged to suit students in every branch of engineering 
drawing, in conformity with the best current industrial practice. The course 
includes the application of the geometrical principles used in the various types of 
Engineering drawings, and covers the conic sections, cycloidal and involute curves, 
the spiral of Archimedes and the cylindrical and conical helices, the various 
methods of developing surfaces, intersections of various surfaces, determination 
of the locus of all the points common to two intersection surfaces, screw surfaces— 
types of screw threads, conventional thread representations, locking devices, 
different types of screws and special bolts, helical springs, riveted joints, keys and 
keyways, pipes and fittings, pipe threads, pipe connections and joints, isometric, 
dimetric and trimetric projections, oblique projections, theory and practices in 
perspective projections as used by engineers and architects, different types of 
perspectives, technique and shortcuts in making perspective drawings, shades and 
shadows in orthographic and perspective projections, technical and _ pictorial 


sketching. A good working knowledge of descrpitive Geometry is required for 
this course. 


Students taking Draughting 212 should also take Strength of Materials con- 
currently as a prerequisite to Draughting 411. Lectures and practice. (Full 


course.) 
Day Division: Not given, 1958-59, 
Evening Division: Not given, 1958-59. 
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en 


Draughting 411 (103). Machine Drawing and Design 


This course is designed to consolidate the work previously covered in engineering 
drawing, introducing the practical elements of machine design. The course 
includes further practice in the making of more complicated working drawings of 
machines and their parts, general consideration and procedure affecting design, 
materials used in the design of machines, design of cams, motions and linkages, 
allowances, tolerances, and fits, shrink and force fits, strength of screwed fasten- 
ings, riveted joints, keys and cotters, pipes and thin walled cylinders, expansion 
joints, supports for pipe lines, shafts and axles, couplings and clutches, journals 
and bearings, belts and pulleys, friction wheels, toothed gears, design of various 
machine parts. Lectures and practices. (Full course.) 


Day Division: Not given, 1958-59. 
Evening Division: Not given, 1958-59. 


MATHEMATICS 


Mathematics 201 (100). Elements of Mathematics 


This course is offered fer students who have not had the usual pre-college train- 
ing in mathematics. Subject matter: Elementary algebra up to and including 
simultaneous quadratic equations, and indices; certain theorems and problems in 
plane geometry. Students who have received credit towards their admission for 
High School Mathematics will not receive credit for this course. Students may 
have the option of taking an extra tutorial period, and may be required to do so 
at the instructor’s discretion. (This course, when taken, will not satisfy the 
requirements in Mathematics for the diploma of Associate in Science or Com- 
merce, or the degree of Bachelor of Science, but may be credited as an option in 
the Natural Sciences Division.) (Full course.) 


Day Divisicn: September to May, every year. 
Evening Division: September to May, every year. 


Mathematics 211 (101-1). Trigonometry 


No student who has passed high school trigonometry with 65% or more may 
register for this course. (See Mathematics 212.) Subject matter: definition of 
trigonometric functions, identities and trigonometric reduction, radian measure, 
functions of multiple angles, transformation of products and sums of functions, 
solution of triangles by logarithms, solution of trigonometric equations, inverse 
functions, graphs. Tutorial: students may be required to take supervised prac- 
tice in the solution of problems in trigonometry. (Half course.) 


Day Division: September to January, every year. 
Evening Division: September to January, every year. 


Mathematics 212 (101-3). Trigonometry (Advanced) 


This course is only for students who have a satisfactory knowledge of high 
school trigonometry. Subject matter: sum and difference formulae, logarithmic 
solution of triangles, height and distance problems, inverse functions, general 
values, limits and approximations, complex numbers, DeMoivre’s theorem. 
(Half course.) 


Day Division: September to January, every year. 
Evening Division: September to January, every year. 
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Mathematics 221 (101-2). Algebra 


No student who has passed intermediate algebra with 65% or more may 
register for this course. (See Mathematics 222.) Subject matter: logarithms 
fullo, proportion, variation, arithmetic progressions, geometric progressions, 
harmonic progressions, theory of quadratics, permutations and combinations, 
binomial theorem, graphical algebra. Tutorial: students may be required to take 
allpervised practice in the solution of problems in algebra. (Half course.) 


Way Division: January to May, every year. 
I'vening Division: January to May, every year. 


Mathematics 222 (101-4). Algebra and Elements of Calculus 


his course is only for students who have a satisfactory knowledge of inter- 
inediate algebra. Mathematics 231 must be taken previously or concurrently. 
Subject matter: simultaneous quadratics including graphical solutions, miscel- 
luneous series, permutations and combinations, binomial theorem, probability, 


inathematical induction, theory of equations, partial fractions, elements of 
Calculus. (Half course.) 


Day Division: January to May, every year. 
I’vening Division: January to May, every year. 


Mathematics 231 (101-5). Analytic Geometry 


k This course is compulsory for first year science students. Subject matter: 
Points, distances, areas of polygons, straight line equations. Circle equations 
(angents to the circle, parabola equations. (Half course.) 


Day Division: September to January, and Januar 
on: y to May, every year. 
Evening Division: September to January, and January to May. Sveiy year. 


Mathematics 241 (103). Statistical and Graphical Methods 


‘This course provides the elementary principles of statistical meth - 
plied in the scientific study and interpretation of economic and Sabet Mab okey 
lhe course includes the collection of statistical data; various methods of present- 
ation including tables and graphs; the frequency distribution and its mathe- 
matical analysis including averages, measures of dispersion, measures of skewness: 
normal curve; and correlation. This course is suitable for students in Commerce, 
Psychology and Sociology and also for those who plan to enter the fields of Social 
Work or Education. Economics 481 is recommended as a sequel to this course 
aie Credits will not be given for both Mathematics 241 and 103A. (Half 

urse. 

Day Division: September to January, every year. 

Evening Division: September to anual ree Fea 


Mathematics 431 (104). Analytic Geometry 


Subject matter: parabola, ellipse, hyperbola, translation and rotation of axes 
polar co-ordinates, curve-tracing, determinants. Solid analytic geometry; lines 
planes, sunere epherical and cy iodrical co-ordinates. Prerequisites: Mathe- 

atics an , or an , 231. and 451 i 
(Pall course) previously or concurrently. 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 
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Mathematics 451 (105). Calculus 


i iti 1 function; limits; 
j - Constants, variables, definition of a continuous f : 
ie Se aon of algebraic functions; differentiation of 2a erence 
ions; 1 i tric and hy : 
and transcendental functions; inverse trigonometr ny patna se 
icati ivati hysical problems, partial differentiation, gration, 
Sea ee Or tereaonice. jumes and lengths of plane curves; applica- 
icati 1 gths of plane : 
application of integration to areas, vollime: panel lene bee ead 22 or lideand 
i of physics. Prerequisites: Mathematic ‘ 
52? and Be NOTE: Geode will not be given for both Mathematics 451 and 111. 
(Full course.) eee ee 
Day Division: September to May, ev : 
Bening Division: September to May, every year. 


Mathematics 453 (108). Advanced Calculus 


j i inuiti theorems, limits and indeter- 
matter: discontinuities, mean value ; ,, I é 
Pte ee partial differentiation and applications, multiple tea infealt 
series, expansion of functions. Prerequisites: Mathematics an ; 
eal Se ber to January, every year 

Day Division: ptember to January, : 

evening Division: September to January, every year. 


Mathematics 454 (108A). Advanced Calculus 


ine i i i a and beta functions, 
j ter: line integrals, improper integrals, gamma and | 
Seca a minimum in several variables, Fourier series, mle pe 
coniples analysis, introduction to calculus of variation. Prerequisites: Mathe 
matics 451 and 431 and 453. (Half course.) 


Day Division: January to May, every year. 
Evening Division: January to May, every year. 


Mathematics 455 (107). Differential Equations 


Recognition and solution of ‘equations of first order, homogeneous, linear, 


1 i tions, solution 
d and higher order equations. Simultaneous equa ; 
See Aretions Prerequisites: Mathematics 431 and 451. (Half course.) 


ivision: ery year. 
Day Division: September to January, ev 
Benin Division: September to January, every year. 


i i i tions 
Mathematics 456. Differential Equa iS | LOR 
i i { Mathematics 455 including introduction to partial differe 
equations, with further applications. Prerequisites: Mathematics 453 and 455. 
(Half course.) 
Day Division: January to May, every year. 


Evening Division: January to May, every year. 


Mathematics 461 (106). Advanced Algebra and Real Variable Theory 


‘nants, rank of matrix, theory of 
j atter: complex numbers, determinants, r 
eee ae ‘limits continuity, Riemann integration improper integrals, oe 
ealte theorems numerical methods, functions of several variables, sequences, 
series. Prerequisites: Mathematics 431 and 451. (Full course.) 
ivision: Not given, 1958-59. 
ee Division: September to May, 1959-60, and alternate years. 
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Mathematics 462 (110). Theory of Functions of a Complex Variable 
Subject matter: elementary functions, Cauchy-Riemann equations, integration, 
Cauchy’s integral theorem, Taylor’s and Laurent’s theorems, calculus of residues, 


analytic continuation, conformal mapping. Prerequisite: Mathematics 461 
(Full course.) 


Day Division: Not given, 1958-59. 
Evening Division: September to May, 1958-59, and alternate years. 


Mathematics 463 (114). Introduction to Modern Algebra 


Subject matter: integral domains, rings, fields, groups, vector spaces, matrices. 
(Full course.) 


Day Division: Not given, 1958-59. 
Evening Division: September to May, 1959-60, and alternate years. 


Mathematics 101. Algebra and Trigonometry 
(See Mathematics 211, 221) 


Mathematics 101A. Algebra and Trigonometry 
(See Mathematics 212, 222) 


Mathematics 101B. Analytic Geometry 
(See Mathematics 231) 


Mathematics 101-6. 


See the Commerce Division page 138. (This course may not be taken for credit 
as a Natural Science or Humanities, nor to satisfy the requirements in Mathe- 
matics for the diploma of Associate in Science, or for the degree of Bachelor of 


Science, nor will credit be given for it in addition to Mathematics 211 and 221, or 
212 and 222.) 


Mathematics 102. 


See the Commerce Division, page 139. (This course may not be taken for 
credit as a Natural Science or Humanities, nor to satisfy the requirements in Mathe- 
matics for the diploma of Associate in Science or the degree of Bachelor of Science.) 


Mathematics 103A. Statistics 


This course is for Science students. Subject matter: treatment of data, fre- 
quency distributions, measures of central tendency and variability, normal curve, 
sampling, curve fitting, correlation, statistical design in experimentation. Pre- 
requisites: Mathematics 101-1 and 101-2, or 101-3 and 101-4, and 101-5. NOTE: 
Credits will not be given for both Mathematics 103 and 103A. (Half course.) 

This course is no longer offered. 


Mathematics 111. Applied Higher Mathematics 


This course is intended chiefly for students majoring in chemistry. Subject 
matter: Analytic geometry with emphasis on graphical treatment of experimental 
data, differential and integral calculus and some simple differential equations 
with application to chemical kinetics, thermodynamics and other problems cf 
physical chemistry. Prerequisite: Chemistry 101 or 102, Physics 101 or 102 and 
Mathematics 101-1 and 101-2, or 101-3 and 101-4, and 101-5. (This course may not 
be taken to satisfy the requirements of a major in Mathematics.) NOTE: Credits 
will not be given for both Mathematics 105 and 111. (Full course.) 

This course is no longer offered. 


mm 
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Mathematics 2213. 

Mathematics 2223. 

Mathematics 2231. wat 
Mathematics 2251. }See Engineering Division. 
Mathematics 2353. 

Mathematics 2355. | 

Mathematics 2356. } 


Major in Mathematics and Physics ieee 
Attention is called to the statement on majors on pages 55, 99. 


PHYSICS 
Physics 211 (101). General Physics (Introductory) 


i i ici d light. A 
hanics, sound, heat, magnetism, electricity, and li 
ee uate using only elementary ERATE Bee Be ea 
i ous : 
eee So a eateey cent viously or concurrently. Lectures and 
211 and 221 or 212 and 222 must be taken Bre ly Sarna OTR neni 
Laboratory. (Full course.) References : Sai resem: cnn ariea 
i ley); Burton, Smith and Quinlan, College rhys 

ae ona Kael Physics for Science and Engineering (McGraw Hill.) 


ae = 
Day Division: September to May, every yea 
Benin Division: September to May, every year. 


Physics 221 (106). Light | | none 
e e e p e 

i etrical optics, interference, diffraction, polarization, 
social calyske. Prerequisites: Physics 211 and Mathematics 451 previously or 


Laboratory. (Half course.) ee ; 
=e ; Lear ene prineinles and Experiments (McGraw Hill); Jenkins 


and White, Principles of Optics (McGraw Hill); Robertson, Introduction to 
Physical Optics (Van Nostrand). 

Day Division: September to January, every year. 

Evening Division: September to January, every year. 


i . dynamics 
Physics 231 (107). Heat and Thermo 
Ter ticiietey calorimetry, heat transfer, hE aoe Nerenes thea e 
f thermodynamics, Carnot’s Cycle, entropy, phase rule, e ane Yi 
igory Prerequisites: Physics 711 and Mathematics 451 previously 0 


tory. (Half course.) fev 
rently, Lectures aad Jy pHeat and Thermodynamics (McGraw Hill); Weber, 


Heat and Temperature Measurement (Prentice Hall). 
ivisi ear. 
Day Division: January to May, every y 
Fvening Division: January to May, every year. 


‘es 441 (104). Statics and Dynamics a , | 
i Kons os vector mechanics of particles and rigid bodies, Lagrange s equa- 
: a toes ieee 
tions: fee eeaey EEN EaMeWiaties 451. Lectures only. Cat ou 
References: Synge and Griffith, Principles of Mechanics (McGraw c i ae 
and Frank, Mechanics (McGraw Hill); Lamb, Statics and Dynamics (C.U.F.). 
Day Division: September to May, 1958-59, and eg veers 
Eening Division: September to May, 1959-60, and alternate years. 
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Physics 451 (105). Electricity and Magnetism 


This course is intended chiefly for students majoring in Mathematics and 
Physics. Subject matter: Elements of vector analysis, electrostatics, dielectrics, 
direct currents, magnetic fields, magnetic materials, ‘electromagnetic induction, 
alternating currents, Maxwell’s equation, Poynting’s theorem, plane electro- 
magnetic waves, guided waves. Prerequisites: Physics 211, Mathematics 451. 
Lectures and Laboratory. (Full course.) 

References: Peck, Electricity and Magnetism (McGraw Hill); Slater and Frank, 
Electromagnetism (McGraw Hill). 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 


Physics 452. Electricity and Magnetism 


Analysis of direct-current circuits; steady-state magnetism; chemical and 
thermal effects of a current; électrostatic problems; charged particles in electric 
and magnetic fields; electromagnetic induction; transient currents; analysis of 
alternating current circuits; transformers; basic electronics. Prerequisites: Phy- 
sics 211 and Mathematics 451. Lectures and Laboratory. (Full course.) 

References: Page and Adams, Principles of Electricity, 3d ed., Van Nostrand; 
Winch, Electricity and Magnetism, Prentice-Hall; Sears, Electricity and Mag- 
netism, Addison-Wesley. 

Day Division: September to May, every year. 

Evening Division: September to May, 1959-60, and thereafter. 


Physics 453 (110). Electronics 


Basic electron physics, theory and application of electronic devices, analysis of 
electron tube circuits. The lecture topics include amplifiers, oscillators, rectifiers, 
relaxation oscillators, sweep generators, pulse techniques, differentiating, inte- 
grating and scaling circuits, modulation and detection, electronic instruments, 
transistors. Prerequisite. Physics 451 or equivalent. Lectures and Laboratory. 
(Full course.) 

References: Seely, Electron-tube Circuits (McGraw Hill); Millman and Seely, 
Electronics (McGraw Hill); Albert, Electronics and Electron Devices (Mac- 
millan); Muller-Garman-Droz, Experimental Electronics (Prentice Hall). 

Day Division: Not given. 

Evening Division: September to May, every year. 


Physics 461 (109). Atomic Physics 


Elementary particles, structure of the atom, X-rays, Compton effect, photo- 
electric effect, Bohr’s theory of atomic spectra, De Broglie waves, Schrodinger’s 
equation, radioactivity, nuclear physics, atomic energy, cosmic rays. Pre- 
beg is Physics 211 and Mathematics 451. Lectures and Laboratory. (Full 
course. 

References: Van Name, Modern Physics (Prentice Hall); Hoag and Korff, 
Electron and Nuclear Physics (Van Nostrand). 


Day Division: September to May, 1959-60, and alternate years. 
Evening Division: September to May, 1958-59, and alternate years. 


Physics 471 (112). Methods of Theoretical Physics 


Application of differential equations, Fourier transforms, Vector and Tensor 
analysis to problems in Physics. Prerequisites: Physics 441, 451, Mathematics 
453 and 455 previously or concurrently. (No Laboratory.) (Full course.) 

References: W. V. Houston, Principles of Mathematical Physics (McGraw 
Hill); Morse and Feshbach, Methods of Theoretical Physics (McGraw Hill); 
L. P. Smith, Mathematical Methods of Scientists and Engineers (Prentice Hall). 


Day Division: September to May, 1959-60, and alternate years. 
Evening Division: September to May, 1958-59, and alternate years. 


—————— 
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Physics 102. General Physics 

A more mathematical and intensive study of general Physics with emphasis 
on heat, light, sound, and electricity. Prerequisite: Physics 101 or equivalent, 
Mathematics 105 or 111 previously or concurrently. Lectures and Laboratory. 


(Full course.) 
References: Marshall and Pounder, Physics (Macmillan). 


This course is no longer offered. 


Physics 2a 
Physics 4232. cont jury 
Physics 4351. See Engineering Division. 
Physics 4352. 
Major in Mathematics and Physics 

Attention is called to the statement on majors on pages 55, 59. 


PSYCHOLOGY 
Psychology 211, 221, 223, 225, 231, 412, 427, 441, 451, 461, 462 


(See the Social Sciences Division. Not more than one course in Psychology may 
be taken for credit as a Natural Science.) 


ENGINEERING 


CHEMISTRY 


Chemistry 3231. Physical Chemistry 

The gaseous and liquid states of matter; thermochemistry; thermodynamics; 
properties of solutions; chemical equilibria; phase equilibria; chemical kinetics; 
conductance and electromotive force; applications to engineering. 


Lectures: 2 hours per week, 2 terms. 

Problem period: 1 hour per week, 2 terms. 

Text: Glasstone, Elements of Physical Chemistry, Van Nos- 
trand. 


Chemistry 3311. Inorganic Qualitative Analysis 
The subject matter of this course includes an advanced treatment of valance, 

ionization, theory of acids and bases, co-ordination theory, and balancing oxida- 
tion-reduction equations. A quantitative treatment of the Law of Chemical 
Equilibrium is applied to ionization, hydrolysis, precipitation and complex ton 
formation. The laboratory work consists of the semi-micro analysis of cations and 
anions in a series of unknown solutions, solid mixtures, simple salts and alloys. 

Lectures: 2 to 3 hours per week, | term. 

Laboratory: 8 hours per week, 1 term. 

Text: Vogel, Textbook of Macro and Semi-micro Qualitative In- 

organic Analysis. 
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Chemistry 3312. Inorganic Quantitative Analysis 


_ This course deals with the fundamenta inci | itati 
PPOMCHIGAS LAV UEDE LTC and volumetric Sit eae aes ai ca sd 
sitet) 7 Padres involve the application of the Equilibrium hawouee 
laboratory work mclides eae oe Fast nae ie ia oe 
stituents gravimetrically and Se olinketrrealty - Se cr 
ctures: 2 to 3 hours per week, 1 term 
Laboratory: 8 hours per week, 1 term. 


Text: Kolthoff itati 
pesase, and Sandell, Textbook of Quantitative Inorganic 


Chemistry 3321. Organic Chemistry 
This course covers the comm i i 
on aliph i i inati 
structure, isomerism, mechanisms of Scent phere teas one im go 
Lectures: 2 to 3 hours per week, 2 terms. 
a 4 hours per week, 2 terms. 
ext: Noller, Textbook of Organic Chemistry. 


ENGINEERING 


Engineering 5211. Mechanical Drawing 


Draughting techniques in i i : 
seas es : pencil and ink; use of instruments; | ing: di 
Bene ; conventions; sketching. In conjunction with Engineering 5213 Me 
graphic projection; sections; auxiliary views. g , ortho- 
Lecture and 
Laboratory: 4 hours per week, 2 terms. 


Text: French and Vierck, Engineering Drawing, McGraw Hill. 


Engineering 5213. Descriptive Geometry 


In conjunction with Engi i 
t 1 Engineering 5211, orthographic projection; i 
problems ee Points, lines, Planes, solids: auxiliary igen ! rae ee et 
ne gevelonn Ss; practical examples from various fields. 


Pabora tory 2 hours per week, 2 terms. 
ext: Wellman, Technical Descriptive Geometry, McGraw Hill 


Engineering 5221. Engineering Problems 


Training in analytical i : 
Feuer y, and graphical solution of problems taken from actual 


Conference: 1 hour 
ce: per week, 2 t : 
Draughting Room: as required. Pag 


Engineering 5241. Mechanics 


Particle dynamics; work and energy; impulse and momentum. Statics; analysis 


of simple structures by a i : < 
fluid mechanics. y, analy ticaliandygrapaicalstechniques. Introduction to 


Lectures: 2 hours per week, 2 ter 
Graphics Lab: 1 hour per week, 1 feed 
ext: Higdon and Stiles, Engineering Mechanics, Prentice Hall. 


Engineering 5271. Surveying 


Types of surveys; descripti 

: ption and use of i i 

tape; levelling; traverses, stadia; the circular aici ranelin Chain.aod 
Lectures: 2 hours per week, 1 term. 
Text: Breed and Bone, Surveying, Wiley. 
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Engineering 5272. Surveying Summer School 


Field work in surveying and mapping. 
4 weeks in residence. 


Engineering 5273. Surveying Summer School 


First half of Engineering 5272. 
2 weeks in residence. 


Engineering 5274. Surveying Summer School 


Second half of Engineering B22. 
2 weeks in residence. 


Engineering 5311. Mechanical Drawing 
Continuation of Engineering 5211 and 5213. Assembly and detail working 

drawings; bills of materials, shop terminology; limits and tolerances; welding and 
machining symbols; representation of compound curved surfaces; elements of 
structural draughting practice. 

Lecture and 

Laboratory: 2 hours per week, 2 terms. 

Text: French and Vierck, Engineering Drawing, McGraw Hill. 

Wellman, Technical Descriptive Geometry, McGraw Hill. 


Engineering 5321. Materials of Engineering 
Manufacture, properties and use of common materials of engineering. Intro- 
duction to Strength of Materials. 
Lectures: 1 hour per week, 2 terms. 
Text: To be announced. 


Engineering 5322. Summer Essay 


Each Engineering student must submit a Summer Essay on entering Engineering 
Il. This essay should be from 2,000 to 5,000 words in length, on a topic drawn 
from the engineering experience of the student during his summer work, or in the 
case of an evening student, from his full-time employment. 

If a suitable topic based on personal experience cannot be found, the student 
may apply to the Senior Instructor in Engineering for permission to write on a 
topic connected with engineering, scientific, or industrial work. The letter of per- 
mission must accompany the essay. 

The essay must be completely documented and illustrated, must be type- 
written on one side only of 814 x 11 inch white paper of good quality, and must 
be suitably bound. 


Engineering 5323. Geology 
A general course in historical and physical geology. 
Lectures: 2 hours per week, 2 terms. 


Laboratory: 2 hours per week, 2 terms. Field trips. 
Text: Longwell and Flint, Introduction to Physical Geology, Wiley. 


Engineering 5341. Mechanics 


Continuation of Engineering 5241; bending moment and shear; moment of 


inertia; variable rectilinear and curvilinear motion; rigid body translation and 
rotation; fluid mechanics. Free use of calculus. 


Lectures: 2 hours per week, 2 terms. 
Graphics Lab: 2 hours per week, 2 terms. 
Text: Higdon & Stiles, Engineering Mechanics, Prentice Hall. 
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Engineering 5342. Mechanics of Machines 
Instant centres, velocit i : 
: ; y and acceleration diagrams; i : 
isms, cams, involute gear teeth; gear trains; bel e a design of simple mechan- 
Lectures and 


Draughting Room: 2 hours 
: per week, 2 terms. 
Text: To be announced. ° 


Engineering 5351. Electrical Engineering 
Introductory course in electrical engineering. 


Lectures: 2 hours per week, 1 t 
, 1 term. 
Problem period: 3 hours per week, 1 term. 


Text: Skilling, Electrical Engineering Circuits, Wiley. 


Engineering 5363. Chemical Engineering Problems 


trey tite Wes hess balances; properties of gases and gaseous mixtures; 
y; heats of reaction and combustion; gas analysis; hydrostatics; 
mentary fluid flow. a besten 
Conference: — 1 hour per week, 2 terms. 
Problem Period: Hours to be arranged. 


Engineering 5371. Surveying and Mapping 


Adjustment of level and transit; circular, vertical and spiral curves; polar 


planimeter; areas; land partition; chaini 
chainin pears 
calculations. g errors and corrections; earthwork 


Lectures: 2 hours per week, 1 te 
Problem Period: 3 hours per week, 1 sete 
References: Breed & Bone, Surveying, Wiley. 


Davis & Foote, Surveying, McGraw Hill. 


MATHEMATICS 


Mathematics 2213. Mensuration and Spherical Trigonometry 


Mensuration of the simple ili i i 
oateerol eouenest apes rectilinear solids, cylinders, cones, and spheres; 
aaa zante per week, 1 term. 
ext: rink, Spherical Trigonometry, A 
; y; leton. 
Kern and Bland, Solid Menton: Wiley. 


Mathematics 2223. Algebra 
Complex numbers; determin i 
, ; ants; remaind : i ions: 
ner’s method; interest and annuities. Ss elegy ale Eta 


Lectures: 2 hours per week, 1 term. 
Text: Peterson, College Algebra, Harper. 


Mathematics 2231. Analytic Geometry 


Conic sections; polar coordi i 
NS; ( inates; parametric representation; cur ing; 
elementary solid geometry; simple statistical measures; curve Gitsiaizee iaiies. 
Lectures: 2 hours per week, 2 terms. 
Problem Period: 1 hour per week, 1 term. 
Text: To be announced. 
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Mathematics 2251. Calculus ' - 
i i iati i th applications to maxima 
i . differentiation of the elementary functions wi 1 : 
eae erated errors and approximations; elementary integration with 
’ 
applications to areas, volumes, arc length, moments, etc. 


Lectures: 2 hours per week, 2 terms. 
Problem Period: 1 hour per week, 1 term. 
Text: To be announced. 


Mathematics 2353. Calculus 


Partial differentiation; multiple integrals; infinite series; vectors. 
Lectures: 2 hours per week, 2 terms. 
Text: To be announced. 


i i i tions 
Mathematics 2355. Differential Equa : ze 
iti lution of equations of first order, homogeneous, linear, exact, 
ber Ce ene onieher eEdeePeaiatOne Simultaneous equations, solution by 
series. Applications. 
- 2 hours per week, 1 term. | 
Tote Kells, mlaetearary Differential Equations, McGraw Hill. 


Mathematics 2356. Differential Equations 


A continuation of Mathematics 2355 including introduction to partial differen- 
tial equations with further ea eae 
: 2 hours per week, ee 
me Kells, plcmentaty Differential Equations, McGraw Hill. 


PHYSICS 
Physics 4222. Sound and Light 


i i i Iculus: waves; Huygen’s principle, 

i harmonic motion using methods of ca ; waves 

reels and diffraction of sound and light; acoustics; lenses and mirrors; 
aberrations; the eye; illumination; polarization; origin of spectra. 


Lectures: 2 hours per week, 1 term. 
Problem Period: 1 neue per bt ain 

: 2 hours per week, ga 
ee a Marshall and Pounder, Physics, Macmillan. 


Physics 4232. Heat 


Temperature; thermal properties of matter; gas laws; kinetic theory; first and 
second laws of thermodynamics; heat engines; heat transfer. 


Lectures: 2 hours per week, 1 term. 
Problem Period: 1 peur per weeks etn 

‘ 2 hours per week, rts 
font ci Marshall and Pounder, Physics, Macmillan. 


Physics 4351. Electricity and Magnetism 


i i ‘electrics, direct currents, magnetic 
of vector analysis, electrostatics, dielec ; 
fi eae eatre materials, electromagnetic induction, alternating eurrent ey 
salle equation, Poynting’s theorem, plane electromagnetic waves, guided waves. 
Lectures: 3 hours per weeks ; bermpe, 
aboratory: 2 hours per week, 4 terms. 
epee Peck, Electricity and Magnetism, McGraw ama ft 
Slater and Frank, Electromagnetism, McGraw Hill. 
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Physics 4352. Electricity and Magnetism 


Analysis of direct-current circuits; steady-state magnetism; chemical and 
thermal effects of a current; electrostatic problems; charged particles in electric 
and magnetic fields; electromagnetic induction; transient currents; analysis of 
alternating-current circuits; transformers; basic electronics. 


Lectures: 2 hours per week, 2 terms. 
Laboratory: 2 hours per week, 2 terms. 


References: ae Adams, Principles of Electricity, 3rd ed., Van Nos- 
trand. 


Winch, Electricity and Magnetism, Prentice-Hall. 
Sears, Electricity and Magnetism, Addison-Wesley. 


THE HUMANITIES DIVISION 


Humanities 210 (101). General Course in the Humanities 


It is the purpose of this course to enlarge and enrich the student’s compre- 
hension of his cultural heritage by the study of Man as a unique creative being. 
The sources for this study of man are drawn primarily from the fields of history, 
philosophy, religion, literature and the arts with a view toward examining those 
experiences and ideas of enduring power which have shaped the nature of the 
modern man from the age of Greece to the present century. (Full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Humanities 421 (102). Twentieth Century Humanism 


Modern authors and philosophers are studied and discussed in an attempt to 
discover the trend of humanistic thinking in the present century. Particular 
emphasis is placed on global thinking, the effect of modern conditions on con- 
temporary thought. (Full course.) Prerequisite: Philosophy 211 or 221, and 


other approved courses. 
Day Division: September to May, 1959-60, and alternate years. 
Evening Division: September to May, 1958-59, and alternate years. 


ENGLISH 


English 201 (100). English Language and Literature 


This course is designed for students who have completed secondary school or the 
equivalent in a language other than English and for whom, therefore, English is a 
secondary tongue. It attempts to provide sufficient facility in English to enable 
such students to study with profit in that language and to express themselves 
adequately. The course includes: (a) English grammar and idiom. (b) Composi- 
tion and oral expression. NOTE: Students who have previously received credit 
for English 211 may not take English 201 for credit. (Full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 
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English 214 (119). Reports, and Précis Writing 


Advanced instruction is given in report writing, précis writing and other eee 
forms of written expression. After a general Lavina gab acne 
ice 1 i inciples of writing reports, precis, mi : 
Dee ae ar auaate i to the particular needs of each 
her special forms, an effort is made to cater to part : 
Brdeat Gina members are encouraged to co-ordinate their assignments with 
their other studies or their daily work. (Half course.) 


ivisi to May, every year. 
Day Division: September to January, and January 
Eeztineg Division: September to January, and January to May, every year. 


English 215 (120). Public Speaking 


i i i i ility to express himself 
£ this course is to develop in the student the ability : 

wddte titectiely in every day Me as well as to jute Bear ing, eis 

i ill be given to personal a ance, dress, . 

groups of people. Attention wi s en fo verse 16 re ey 

i provided in ou g 

personality and nervousness. | xtensive dr PEO d ee eacat tae peete ol 

material for original and logical presentation a i aeeemagpatbir rl sp tty 

i ~ Weekly practice in application of principles 

Lapeer ponte Those taking this course should plan to supplement it 
with English 216. Prerequisite: English 211. (Half course.) 


ivisi to May, every year. 
Division: September to January, and January 
Eeeaing Division: Bi siube: to January, and January to May, every year. 


English 216 (123). Public Speaking, Advanced 


i i ject 1 isite to a useful pursuit of this 
e previous course in the subject 1s prerequisl eful 1 , 
saree a is intended to lead the pela to Fi study Se ae Seeech 
i i i to give fur . 
he has come into contact in English 215 an sites 
i i i to the simpler forms of practice, | 
situations of greater variety. In addition i ean Laat arth eee tt 
nt will give major lectures on which he will be subjec 
aye the oe to be expected in normal speaking engagements. Practice and 


coaching in the techniques of group discussions. Research based on texts avail- 
able in the library. (Half course.) 


Day Division: January to May, every year. 
Evening Division: January to May, every year. 


: : eee ae 
Enalish 221 (116). Introduction to English Litera 
Tht is a first year course which aims at the development of greater interest in 


English Literature by introducing te Saree Ne Aer A AL oleae 
inti ibuti f each to our cultural life, 

Pa rhe Bae aaieidual tieth century. In the early part of 

1 of the mature individual in the twentie ntury. 

WRC eOUESS, special attention is paid to the critical reading of peetry to increase the 


response of the student to literary expression. In addition to the regular lectures, 


all students are required to attend a conference group every two weeks. (Full 


course.) 


Day Division: September to May, every year. 
Brenig Division: September to May, every year. 
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English 241 (110). World Literature—Classical 


_ Through the medium of the best English translations, this course attempts to 
give the student a clear knowledge and appreciation of the great masterworks of 


thought and expressicn that are an important part of his cultural heritage from 
the Ancient World. (Half course.) 


Day Division: September to January, 1958-59, and alternate years. 
Evening Division: September to January, 1958-59, and alternate years. 


English 242 (114). World Literature—Medieval 


A course complementary to English 241 which explores, through the reading 
of modern English versions, the literary heritage of the middle ages from Boethius 
to Dante; writings of the early Christian Church; Irish, Old English, Romanesque, 
Arthurian, Teutonic, Romance, and Late Latin Literature. (Half course.) 

Day Division: January to May, 1959-60, and alternate years. 


Evening Division: September te January, 1959-60, and alternate years. 


English 243 (115). World Literature—Modern 


A course complementary to English 241, which attempts to extend the literay 
experience of the student beyond the confines of his mother tongue, and of those 
secondary languages which he is ordinarily able to learn. Through the medium of 
the best English translations, a study will be made of the outstanding literature of 


other modern languages, including the French, German, Russian, Italian, Spanish, 
and Scandinavian. (Half course.) 


Day Division: January to May, 1958-59, and alternate years. 
Evening Division: January to May, 1958-59, and alternate years. 


English 244 (109). Canadian Literature 


This course provides for the study of Canadian prose and poetry written in or 
translated into English. Particular emphasis is placed upon those writers who 


have attained international repute. (For a similar and supplementary course in 
French, see French 231.) (Full course.) 


Day Division: September to May, 1958-59, and alternate years. 
Evening Division: September to May, 1959-60, and alternate years. 


English 253 (108). Shakespeare 


A study of Shakespeare’s achievement as dramatist and poet, and the relation- 
ship of his work to the social and literary traditions of his day. Shakespeare’s 


work as a whole will be surveyed in some detail: close attention will be paid to 
some five or six plays and to the Sonnets. (Full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


English 254 (117). The English Bible 


A brief study of the origin of, and the various translations of the Bible is fol- 
lowed by a consideration of its importance in the cultural life of the English- 
speaking peoples. Particular attention is then given to certain parts of the text. 
(Half course.) 

Day Division: September to January, 1958-59. 

Evening Division: Not given, 1958-59. 
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i iati f Poetry 
English 261 (126). Appreciation of Foe PU Tee Sars 
he principles of poetry and its forms with special emphasis 
ate wt a nalrais of all types of poetry with a minimum of historical and 
biographical detail. Prerequisite: English 221. (Half course.) 
Day Division: September to January, 1958-59. 
Evening Division: September to January, every year. 


English 262 (127). The Modern Drama 

A study of the evolution of the modern drama. Emphasis will be placed upon 
the plays of Ibsen, Shaw, and subsequent dramatists. (Half course.) 

Day Division: September to January, 1958-59, and alternate years. 


Evening Division: September to January, 1959-60, and alternate years. 


English 419 (112). Creative Writing 


For advanced students with special interest rine pity pen Ste eee 
i i i 1 i i literary forms. es 
instruction will be given in the various puter sya aie 

i i hich form of literary expression 
Se eee eete wallet d and assisted in developing his own 

i r which he will be encouraged an 

ee forenend style. Students will be admitted to this course only with the 
approval of the instructor. (Half course.) 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 


English 432 (105). English Literature in the 16th Century 


iti -dramatic poetry and prose of the period, this course 
pie ae ade ot Me et aoethan nil Jacobean drama apart from Shakespeare. 
Prerequisite: English 221. (Full course.) 
Day Division: September to May, 1958-59. 
Evening Division: Not given, 1958-59. 


English 433 (118). English Literature of the 17th Century 


i from Donne to Dryden (excluding Milton). Prerequisite: 
See Se arse may not be taken by students who have credit for 
English 106. (Full course.) 
ivision: September to May, 1959-60, and alternate years. 
Dey tae Divino Seuteniber to May, 1958-59, and alternate years. 


English 434 (107). English Literature of the 18th Century 


A study of the works of major writers in England from 1700 to 1800. Pre- 
requisite: English 221. (Full course.) 

Day Division: September to May, 1959-60, and alternate years. 

Evening Division: September to May, 1958-59, and alternate years. 


English 435 (104). English Literature of the Romantic Period 


imari i Keats, but 
i is primarily a study of English poetry from Blake to I , bu 
eceitcense will be atte to representative prose of the period. (This wee 
nat open to students who have credit for English 102.) Prerequisite: Englis : 
(Half course.) o fee rie irae 
Division: ptember to January, : 
Evening Division: September to January, every year. 
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English 436 (122). Victorian Literature 


A study of the works of major writers in England from 1830 to 1900. This 
course ee) not be taken after English 102. Prerequisite: English 221. (Full 
course. 

Day Division: September to May, 1958-59, and alternate years. 

Evening Division: September to May, 1959-60, and alternate years. 


English 445 (103). American Literature 


A study of American prose and poetry from colonial times to the twentieth 
century. The first half of the course traces the main lines of American thought, 
and considers the chief influences upon the shaping of American language and 
literature. The second half of the course gives detailed consideration to certain 
individual works: Thoreau’s ‘‘Walden,’’ Melville’s ““Moby-Dick,’’ Twain's 
“Huckleberry Finn,’’ Lewis’s ‘‘Babbitt,’’ and selected contemporary poets 
(Full course.) 

Day Division: September to May, 1959-60, and alternate years. 

Evening Division: September to May, 1959-60, and alternate years. 


English 454 (128). Chaucer 


A preliminary study of Chaucer’s life and time: a systematic reading of Chau- 
cer's works and a study of the language. Prerequisite: English 221. (Half course.) 

Day Division: January to May, 1958-59, and alternate years. 

Evening Division: January to May, 1959-60, and alternate years. 


English 455 (124). Milton 


A study of the poetry and prose of John Milton. This course may not be taken 
after English 106. Prerequisite: English 221. 

Day Division: Not given, 1958-59. 

Evening Division: Not given, 1958-59. 


English 461 (129). Twentieth Century Poetry 


A study of the works of those authors representing the major trends in the 
poetry of the twentieth Century. Beginning with Hardy and Houseman, Sandburg 
and Masters, etc., the development of modern attitudes and techniques will be 
traced up to 1940, with attention to the Imagists, the Georgians, the War Poets, 
Eliot and Yeats, the Poets of the 30’s and some recent developments in American, 
eee) and Canadian poetry. English 261 should be taken previously. (Half 
course. 

Day Division: January to May, 1958-59. 

Evening Division: January to May, every year. 


English 463 (125). The Modern Novel 


A study of the origin and development of the English Novel to the end of the 
Nineteenth Century with special emphasis on readings from Defoe to Henry 
James. Prerequisite: English 221. (Full course.) 


Day Division: September to May, 1959-60, and alternate years. 
Evening Division: September to May, 1958-59, and alternate years. 


English 464 (111). Twentieth Century Fiction 


A iy of the types, techniques, and themes of modern prose fiction. (Half 
course. 


Day Division: January to May, every year. 
Evening Division: September to January, every year. 
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English 465 (121). Literary Criticism 

This course is a study of the factors :nvolved in making literary judgments. It 
‘s not a history of criticism. A limited number of works (chosen from different 
periods of English literature) will be read intensively, and the value to criticism 


of such disciplines as history, philosophy, psychology, sociology and economics 
will be discussed, but always in relation to specific works. Prerequisite: At least 


two full courses in English Literature. (Half course.) 
Day Division: Not given, 1958-59. 
Evening Division: January to May, 1958-59. 


English 471 (113). Advanced Study of a Selected Period or Author 
Senior students who wish to make an advanced study of a selected period or 

author will be admitted to this course. The work of each student will be super- 

vised by the member of the English staff whose major field of interest is closest 


to the topic which the student intends to investigate. (Full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


English 472 (132). Advanced Seminar in a Special Subject 


This course, intended for senior students with a good background of English 
courses, is designed to provide an opportunity for cooperative study and discus- 
sion of literature at a more advanced level than the normal lecture course will 
allow. It is taught, from year to year, by different members of the English faculty, 
and the subject itself changes ‘n order to take advantage of the seminar leader’s 
special talents and current interests. The special subject for 1958-59 will be: 
English Literature And Society, 1780-1832. 

Day Division: Not given, 1958-59. 

Evening Division: September to May, 1958-59. 


English 102. 19th Century Studies in English Literature 


A study of the works of major writers in England from Wordsworth to Yeats. 
As the title implies, the course ‘5 not intended to be a fully inclusive survey, but 
will concentrate, in as great detail as possible on the most important writers and 
movements. Prerequisite: English 116. (Full course.) 


This course is no longer offered. 


English 106. Milton and Early 17th Century Writers 

The works of Donne, Browne, Burton, Walton and the Carolinian poets will 
be studied during the first term. The second term will be devoted to the prose 
and poetry of Milton. Prerequisite: English 116. (Full course.) 


This course is no longer offered. 


English 130. General Semantics 
This course is no longer offered as an English credit. See Social Science 251. 


English 131. News Writing and Reporting 


This course is no longer offered as an English credit. See Journalism 211. 


Major in English 


Attention is drawn to the statement on majors on page 55, 58. 
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THE FINE ARTS 


Fine Arts 211 (103A). Studio Course in Drawing & Painting (Introductory) 


An introductory course in drawi inti 

ae rawing and painting. The student is gi i 
ies Ae Aue Grew, wie special attention being paid to aensae abatom ea 
Berepective. «2 anne is SOUrEE he also obtains an introduction to the sane 
ea used. 2 2p a periods are devoted to a problem-solving approach to b ie 
Saito ng Hi as pattern, texture, shape, form, space, colour, movement aad 
originality, and iene ts ie eildad oh thes i eee inven see 
couragtd to relate his visual experiences in atest rh econ Paria 


or unit course students wishi : 5 : J 
liams School of Art.) (Full cone geey Sey apace ee hole ears Vals 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Fine Arts 221 (108A). ; : ‘ 
teers) Studio Course in Modelling and Sculpture (intro- 


Studio work is provided for und 

iergraduate students who wi i i 

is gantry etre aes eRe is possible Sroidte ahead ean Raind 
é ine Arts . Details of the additi 

this course are available from the Bursar. Partial ae oa abiac te ran 


sculpture will register in Sir Geo illi 
Ronncemelie a Lialcairac a ont School of Art. (See separate an- 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Fine Arts 231 (102). Basic Principles of Art 


An i . : . 

Hiri Rabe de tere nae Ape py meat ary ag ee pS 
SaiGhasia yee = 10 or ; Principles common to all art are discussed, with the 
of ee Sioueine Pant : heen ring problems of the painter. An analysis is mad 

Be hietoe a s by which the artist has interpreted those problems throu i 
apie kage Me painting. The studio work consists of basic experiments with 
use of art as a visual ee tc help the student towards an understanding and 
Mm crcnrianne ane 4 pees oe Ries oh background in art is saith and 
activity and expression, "(Full course) Lectures and atudio period. 


Bat Division: September to May, 1959-60, and alternate years 
vening Division: September to May, 1958-59, and alternate eee 


Fine Arts 232 (107). The Understanding of Architecture and Sculpture 


T 
et Sane Ene petuge ae ie understand and appreciate great works in architecture 
angjeculpeuren anc o eve op a discriminative understanding of three-dimensional 
ees en ani in his architectural environment, the main types, styles, and 
et te ean se arts are explained and illustrated. To understand ‘thei 
, the student is encouraged to become familiar with great amples 


of these arts through pictorial ; : 
field trips. (Half achat rial reproductions, slides, models, museum visits, and 


mi Division: September to January, 1958-59, and alternate years 
vening Division: January to May, 1959-60, and alternate years. ) 
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Fine Arts 233 (101A). The Understanding and Appreciation of Music 
To enable the student to understand and appreciate the great music of the 


world, and to develop taste and discrimination in music without the necessity of 
learning to play an instrument. The work of the course consists to a great extent 
in the actual hearing and analysis of the various types of music and composers, 
and in musically illustrated lectures and discussion. NOTE: Students who have 
previously received credit for Fine Arts 234 may not take Fine Arts 233 for 
credit. (Half course.) 

Day Division: September to January, 1958-59, and alternate years. 

Evening Division: January to May, 1959-60, and alternate years. 


Fine Arts 234 (101B). Musical Theory and Form 


A more advanced course for the non-performer, affording a more detailed study 
of musical form, harmony and rhythm, melody, with some consideration of the 
elementary aesthetics of music. Students with little or no listening experience 
should take Fine Arts 233 previously. (Half course.) 

Day Division: September to January, 1958-59, and alternate years. 

Evening Division: January to May, 1959-60, and alternate years. 


Fine Arts 241 (109A). The History of Ancient and Medieval Art 


A survey of the development of architecture, sculpture, and painting in ancient 
Egypt, Greece, and Rome, and in Early Christian and Medieval Europe, ill- 
ustrated by an extensive collection of coloured and black-and-white slides, models, 
and other illustrative material. (Half course.) 

Day Division: September to January, 1959-60, and alternate years. 

Evening Division: September to January, 1958-59, and alternate years. 


Fine Arts 242 (109B). The History of Renaissance Art 


A survey of the history of the development of Western Art from the fifteenth 
to the nineteenth centuries, illustrated by an extensive collection of coloured and 
black-and-white slides. (Half course.) 

Day Division: January to May, 1958-59. 

Evening Division: January to May, 1958-59. 


Fine Arts 243 (109C). The History of Modern Art 


A survey of the history of Western Art during the latter part of the nineteenth, 
and the earlier part of the twentieth centuries. This course aims at an under- 
standing and an evaluation of the various movements in modern art and of their 
relations to modern life. Illustrated. (Half course.) 

Day Division: September to January, 1959-60, and alternate years. 

Evening Division: January to May, 1959-60, and alternate years. 


Fine Arts 244 (113). Canadian Art 


A survey of Canadian art beginning with native Indian objects a nd concluding 
with a study of styles and influences in modern Canadian painting, sculpture, 
and architecture. Illustrated. (Half course.) 

Day Division: Not given, 1958-59. 

Evening Division: Not given, 1958-59. 
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Fine Arts 245 (112). The History of Music 


A study of the development of music in relation to cultural history fr i- 
quity to the present day, stressing the early formative period up to thd Weak at 
polyphonic writing. Topics for discussion will include: Greek, Chinese, and 
Hebrew music; sacred and secular monody; polyphony; Ars Antiqua; Ars Nova; 
Netherlands Schools; motet and madrigal; the ‘‘classical’’ outlook; the “romantic’’ 
outlook; impressionism; neoclassicism; atonalism; jazz and its influence. The 


course will be illustrated by recordings. No special back i in- 
ing is required. (Half course.) S cS pm ada cag gee 


Day Division: January to May, 1958-59, and alternate years. 
Evening Division: September to January, 1959-60, and alternate years. 


Fine Arts 246 (115). Beethoven 


A study of the life and works of Ludwig von Beethoven. B : i 

. Beethoven’s composi- 

tions as a whole will be surveyed: detailed studies such as the stylic Shane as 

illustrated in the quartets, advances in formal design, the problem of emotional 

contentiand sevetat uened speriic topicsrelated to individual compositions will be 
ssed in full. is course will be illustrated with copious i 

Prerequisite: Fine Arts 234 or its equivalent. 7 PUPIL ER AIEPIEe 


Day Division: September to January, 1959-60 and alternate years. 
Evening Division: September to January, 1958-59 and alternate years. 


Fine Arts 247 (104). The History of the Theatre 


Study of the development of theatrical production and the drama bri 
the student the whole shifting scene of manners and customs, ideale ad aoa 
standards of the ages. This course traces the development of the theatre from 
the time of the Greek choric dance to the modern talking picture and legitimate 
stage, showing at each step how the culture of that age has been condensed and 
reflected in the vital and permanent art form of the theatre. (Half course). 


Day Division: September to January, 1959-60, and alternate years. 
Evening Division: January to May, 1959-60, and alternate years. 


Fine Arts 248 (114). The History of Interior Design 


A survey of the history of interior design i ivilizati ini 

! gn in western civilization, outlinin 

briefly how particular styles developed out of the social customs, mores, and 
general spirit of the times. Special emphasis will be laid on the Renaissance 
XVIlIth Century, and contemporary styles. (Half course.) 


Day Division: January to May, 1959-60, and alternate years. 
Evening Division: January to May, 1958-59, and alternate years. 


Fine Arts 251 (111). Art Techniques for Classroom Use 


Techniques and materials of art for use in average classroom situations. A 
combination studio and lecture course of particular interest to teachers. Students 
are introduced to various creative art media including painting, collage, con- 
struction, modelling, and are encouraged to see their possibilities in relation to 
children’s art at different levels. Methods of display and exhibitions of children’s 
art work are dealt with, and means of correlating art with other subjects on the 
curriculum are considered. The importance and nature of art in child develop- 
ment is stressed with aid of films, slides, and selected readings. (Full course.) 


Day Division: Not given, 1958-59. 
Evening Division: September to May, every year. 


| 
| 
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Fine Arts 252 (105). The Technique of Play Production 


A study of the fundamental theories of the aesthetics of the theatre and their 
relationship to the arts contributing to production. Students will participate ina 
practical programme of productions which will entail work in acting, staging, 
voice production, pantomime, make-up, lighting, and scenic design. Lectures and 
practice. (Full course.) 

Day Division: Not given, 1958-59. 

Evening Division: September to May, 1958-59. 


Fine Arts 411 (103B). Studio Course in Drawing and Painting (Intermediate) 


re advanced treatment of the various media and pictorial composition, 
with deere and painting from life and further study of colour theory. Special 
classes in design are continued, and three-dimensional problems are introduced, 
while two-dimensional problems now include the interpretation of subject matter 
in terms of design. An inventive and personal use of subject matter is again 
emphasized and the student is led to realize the possible variety of expression of 
his visual and emotional world. The study and interpretation of all schools of 
art, including naturalism and abstract art, helps the student through exploration 
to discover his own means of expression and development. (Open to under- 
graduates only.) (Full course.) 
Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Fine Arts 412 (103C). Studio Course in Drawing and Painting (Advanced) 

An advanced course in which the student is encouraged to make his own pro- 
jects, and is given the opportunity to do creative work under guidance and 
criticism. (Full course.) 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 


Eine Arts 421 (108B). Studio Course in Modelling and Sculpture (Inter- 
mediate) 
This is the second year of a studio course in modelling and sculpture. (See Fine 
Arts 221). (Half course or full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Fine Arts 422 (108C). Studio Course in Modelling and Sculpture (Advanced) 


This is the third year of a studio course in modelling and sculpture. (See Fine 
Arts 221). (Half course or full course.) 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 


Fine Arts 453 (106). Perception and Design | 

This course aims at the awareness and use of design principles in everyday life. 
The perception of the visual aspects of our environment Is emphasized, and inte- 
grated with formal and functional elements of design. The course includes lectures 
and laboratory experiments planned to stimulate perception and creativity in the 
following areas:—interior arrangement and design; selection of useful objects; 
response to the effects of mass media; concepts of contemporary architecture. 
Lecture and studio. (Half course.) tained ae : 

Day Division: January to May, 1958-99, and a ternate years. 

Cerne Division: September to January, 1959-60, and alternate years. 
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Fine Arts 461 (110). Introduction to Aesthetics 


This course provides an introduction to the philosophy and psychology of 
aesthetics. Topics will include the nature of beauty and art, aesthetic experience, 
symbolific thinking and expression, art as symbolific activity, art as communic- 
ation, and the principles of formal organization underlying all the arts: music, 
poetry, drama, sculpture, and painting. (Full course.) 


Day Division: | September to May, 1958-59, and alternate years. 
Evening Division: September to May, 1958-59, and alternate years. 


Mgjor in Fine Arts 
Attention is called to the statement on majors on pages 55, 58. 


FRENCH 


Note: French 211 or the equivalent is normally a prerequisite for all other 
courses in French. However, no student whose natural language is French will 
be admitted to either French 211, French 212, or French 213. Such students will 
register for other courses in French. 


French 201 (100). Beginners’ French 


This course is open to students who have not included French as one of their 
qualifications for admission; and those whose first language is not French. In- 
struction is given in grammar, translation, prose composition, and oral French. 
Satisfactory progress in this course will admit students to French 211, 212. (Full 
course.) 


Day Division: September to May, 1958-59. 
Evening Division: September to May, 1959-60. 


French 211 (101A). Introduction to College French 


The aims of this course are (a) to increase the student’s powers of comprehen- 
sion of the spoken language, (b) to enable the student to read French with greater 
facility and (c) to correct common grammatical errors. Texts are selected from 
French and French-Canadian literature, as well as from periodicals and the daily 
press. This course is not designed to give practice in oral French. No student 
will be admitted to this course, unless he has completed satisfactorily four years 
of high School French, or the equivalent. No student is permitted to take both 
French 211 and 212 for credit. (Full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


French 212 (101B). Introduction to College French 


This course is generally similar to French 211, except that a considerable pro- 
portion of the time is devoted to conversational French, with less time being 
given to translation and composition. For this purpose, enrolment is restricted 
to twenty students. No student will be admitted to this course, unless he has 
completed satisfactorily four years of High School French, or the equivalent. No 
student is permitted to take both French 211 and 212 for credit. (Full course.) 


Day Division: Not given. 
Evening Division: September to May, 1959-60. 


| 
| 
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French 213 (102). French Idioms, Vocabulary, and Phonetics 


The aim of this course is fluency and accuracy in the spoken language. Topics 
for discussion are based cn current events and everyday situations. Enrollment 
is restricted to twenty students. Prerequisite: French 211, 212, or the equivalent. 
(Full course.) 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 


FRENCH LITERATURE AND CULTURE 


The following courses constitute a survey of French and French-Canadian 
literature. The literature of each period is related to its historical and social 
background, and notice is taken of developments in other cultural fields, such as 
painting, architecture and music. Representative texts are studied and discussed 
in class. The courses are given in French, speed of delivery being suited to the 
standard of comprehension of the class. Class discussion offers opportunities for 
oral practice. Some time will be given to composition. Prerequisite: French 211 
or 212, or the equivalent. Students whose oral French is weak are advised to 
take French 213 before undertaking courses in Literature. 


French 231 (104). French Canadian Literature 


A study of selected readings from Canadian literature written in French, from 
the beginning of the French régime to the present day. Particular emphasis 1s 
placed on those authors who have gained international repute. This course may 
be substituted for a half course in English in satisfying the requirements for the 
Bachelor of Arts degree. (Half course.) 

Day Division: September to January, 1958-59, and alternate years. 

Evening Division: September to January, 1959-60, and alternate years. 


French 421 (114). French Culture in Medieval and 16th Century France 


The Age of the Epic; the Romances in prose and verse; the poetry of the 
Troubadours; the Allegories; early dramatists and historians; the lyric poetry 
of Villon and Marot; the poets of the Plétade; Rabelais; Montaigne. An outline 
is also given of the development of the language from a Latin dialect to its present 
form. (Half course.) 

Day Division: Not given, 1958-59. 

Evening Division: September to January, 1958-59. 


French 422 (112). French Literature of the 17th Century 


This course covers the great classical period of French literature: the reform 
of the language, and the formation of the Classical doctrine; the tragic drama of 
Corneille and Racine; the comedy of Moliére; the philosophy of Descartes and 
Pascal; the moral satire of La Fontaine and La Bruyére; the oratory of Bossuet; 
the beginnings of the Novel. (Full course.) 

Day Division: September to May, 1959-60, and alternate years. 

Evening Division: September to May, 1959-60, and alternate years. 


French 423 (113). French Literature of the 18th Century 


The “century of the philosophers’’—The great interest in scientific knowledge, 
leading to the composition of the Encylopédie; Montesquieu, Voltaire, Rousseau; 
the comedy of Marivaux and Beaumarchais; the poetry of Chenier; the begin- 


nings of the Romantic movement; the literature of the Revolution. (Half course.) 


Day Division: Not given, 1958-59. 
Evening Division: January to May, 1958-59, and alternate years. 





SiR GEORGE WILLIAMS COLLEGE 105 


a ne en 


French 424 (118). French Literature of the 19th Century 


The fore-runners of Romanticism — Chat i 

or eaubriand and Mad él; 

Me oes barred ta taal Hugo, pat the novel — Stendhal cine 
e alism — Fla t, ; 

Baudelaire, the Parnassiens, the Syimbolists, “(Bull eonree) oF en ae 


Day Division: September to Ma 
on: y, 1958-59, and alternat 
Evening Division: September to May, 1958-59, and alferriate eae 


French 425 (119). French Literature of the 20th Century 


An outline of the principal literar ies i 

y tendencies in France up to 1940, wi i 
analysis of post-war trends. The novel is the main object of Stil Bede jedees 
is given to the theatre and to literary criticism. (Half course.) 


Day Division: Januar 
ony y to May, 1958-59, and alternat 
Evening Division: January to May, 1959-60, and anon te eae. 


French 101. Introduction to College French 


The aims of this course are (a) to in 

crease the student’s powers of - 
prenenmon,,(p) fo erent the aiuesnt to read French with pitey ie facility aaa 

grammatical errors. Texts are selected f F 
French-Canadian literature, as well as fr iodi Coeds Sees 
L ; om periodicals and the dail 
student will be admitted to this course, unl tee eee 
: , unless he has compl i i 

four years of High School French, or the equivalent. (Full ore acineiacits 


This course is no longer offered. 


Major in French 
Attention is called to the statement on majors on pages 55, 59. 


GERMAN 


German 211 (101). Introductory Course in German 


A beginner’s course in the German lan ich i i i 
guage which is designed, in © 
peer ue student conversant with the grammar, pronuncauaa anil: Ocdinde? 
vocal ul ap oh the janguage, able to, read from the less difficult authors, and able to 
ys and letters. Emphasis is placed upo ing t 
language, as well as to read and write it ( Fullcoure'y. Ba zeaia Neat ebiea F 


Day Division: September to Ma 
on: y, every year. 
Evening Division: September to May, suey peat 


German 212 (102). German Language and Introduction to Literature 


r Advanced instruction in the language and an introduction to German literature 
mp ase upon idiom and usage in conversation and composition. A survey is 
fe res phe Classical and modern Benods in German literature and of other phases 
( . Representative readings fro i 
en RT Pall cote) g m the works of the great writers 


Day Division: = Not given, 1958-59. 
Evening Division: September to May, 1958-59. 
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GREEK 
Greek 211 (101). Introductory Course in Greek 


The purpose of this course is to enable a student, in one year, to gain an ade- 
quate knowledge of Greek grammar and syntax and to read simple passages of 
Greek quickly and accurately. (Full course.) 

Day Division: September to May, every year. 

Evening Division: Not given, 1958-59. 


Greek 212 (102). Greek Language and Literature 


The purpose of this course is to complete the study of Greek grammar and 
syntax begun in Greek 211, and to enable students to read with greater accuracy 
and understanding by a wider study of Greek authors. (Full course.) 


Day Division: September to May, 1958-59. 
Evening Division: Not given, 1958-59. 


Greek 421 (103). Greek Literature 


This is essentially a reading course involving the study of certain of the great 
works of Greek literature. The books to be read are the Gospel of St. Mark, two 
of St. Paul’s Epistles, a book of Homer's Iliad, and a Greek play. It is assumed 
that students taking this course have an adequate knowledge of Greek grammar 


Day Division: September to May, 1958-59. 
Evening Division: Not given, 1958-59. 


Greek 422 (104). Greek Literature 


A further study of Greek literature (to follow Greek 421) including a play by 
Sophocles, a book by Thucydides and poems by Pindar. (Full course.) 

Day Division: Not given, 1958-59. 

Evening Division: Not given, 1958-59. 


HEBREW 
Hebrew 211 (101). Introductory Course in Hebrew 


The purpose of this course is to enable a student, in one year, to gain an ade- 
quate knowledge of Hebrew grammar and syntax and to read simple passages of 
Hebrew quickly and accurately. The student is introduced to the Bible through 
the reading in class of selections from ‘‘Genesis.”’ (Full course.) 


Day Division: September to May, 1958-59. 
Evening Division: September to May, 1958-59. 


Hebrew 212 (102). Intermediate Course in Hebrew 


Readings in The Bible and an ‘ntroduction to Modern Hebrew Literature. 
This course will also complete the study of Hebrew grammar and syntax begun 
in Hebrew 211, with special emphasis on modern Hebrew usage. Prerequisite: 
Hebrew 211 or equivalent. (Full course.) 

Day Division: September to May, 1958-59. 

Evening Division: September to May, 1958-59. 


Hebrew 421 (103). The Scriptures 


Reading of a selected Book with an eye to the linguistic, literary and historical 
analysis of the text. The Book of Ruth will be read to serve as an introduction. 
One of the Prophets will then be studied as the main subject. In the latter part 
of the course the student will be introduced to the use of commentaries in Hebrew, 
upon both the grammatical and the textual level. Prerequisite: Hebrew 212. 
(Full course.) 

Day Division: Not given, 1958-59. 

Evening Division: September to May, 1958-59. 
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JOURNALISM 


Journalism 211 (101) News Writing and Reporting 


Prerequisite: English 211 or equivalent. An introductio i 
newspaper writing and reporting, concentrating mainly aaetie nares Of. nae 
articles but touching such related topics as the following: the identification and 
obtaining of news, its preparation and distribution, the structure of the modern 
newspaper, the role of the newspaper in a democratic society, the ethics of journal- 
ism, various types of newspaper writing. (Half course.) 

Day Division: _—Not given, 1958-59. 

Evening Division: September to January, and January to May, 1958-59. 


HISTORY 
History 211, 212, 213, 221, 222, 231, 413, 432, 4 
oO ; . , 441, 451, 452, 461, 462, 
See the Social Sciences Division. 
LATIN 


Latin 201 (100). Beginners’ Latin 


This course is designed for students who have had no previ i i 
vio 
particularly recommended for those students who wish to Peace aton Bae 
roe he Sone offers instruction in Latin Grammar, Translation and Prose 
eappbostuon. Students who have received credit towards admission for High 
ool Latin will not receive credit for this course. (Full course.) : 
Day Division: September to May, 1958-59. 
Evening Division: September to May, 1958-59. 


Latin 211 (101). Latin Composition and Translation 


Advanced instruction in Latin iti 
_ j prose composition and syntax with practi 
a bene are ee conte also includes translation ad literary interpre 
; : peste 
aes} ed selections from the Latin classics in poetry and prose. (Full 
Day Division: _—Not given, 1958-59. 
Evening Division: September to May, every year. 


Latin 421 (102). Latin Literature 


The purpose of this course is to provide students, interested in j i 
° 4 \ 
: wie and deeper knowledge of the Roman people, their eee cies anes 
She y the reading of selected works of the best known Latin writers of the Late 
oman Republic and the Early Roman Empire. (Full course.) 
Day Division: Not given, 1958-59. 
Evening Division: September to May, 1958-59. 


Latin 422. Latin Literature (Advanced) 


When recommended by the senior instructor in Classi i 
Latin covering the works of a particula ith SS spenciot cans “aoa aariaag vie 
ete Pan Eo eal eras r author or period is offered to those having 

Day Division: _—=Not given, 1958-59. 

Evening Division: Not given, 1958-59. 
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MATHEMATICS 


Mathematics 201, 211, 212, 221, 222, 231, 241, 431, 451, 453, 454, 455 
461, 462, 463 


See Natural Sciences Division for description of courses, 


PHILOSOPHY 
Philosophy 211 (101). A General Study of Philosophical Problems 


The purpose of this course is to distinguish philosophy from art, science, and 
religion; to study the critical work of philosophy with regard to some basic 
concepts and methods relevant to such fields; and to consider the constructive 
work of philosophy as shown in the development of major world-views. 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Philosophy 221 (102). Great Philosophers, Ancient, Medieval, and Modern 


This course aims to make the student conscious of his own intellectual heritage 
by means of a first-hand acquaintance with the thought of those philosophers, 
from Plato to the present day, who have been most influential in the moulding 
of the Western mind. It will also illuminate the character of philosophic problems 
by showing how they persist through a variety of forms, and are restated from 
age to age. Readings, lectures and discussions. (Full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Philosophy 231 (105). Philosophy of Religion 


This course considers the nature, method, and value of religion; the relation 
between religion and science, and between religion and philosophy; the concepts 
of God, prayer, evil, freedom, and immortality: and outstanding types of re- 
ligious philosophy. (Half course.) 


Day Division: September to January, 1958-59, and alternate years. 
Evening Division: September to January, 1958-59, and alternate years. 


Philosophy 241 (107). Ethics 


This course considers the evolution of morality, the relation of morality to 
religion, the relation of ethics to psychology, problems of ‘“‘personal’’ morality, 
and a brief introduction to problems of ‘“‘public’’ morality. (Half course.) 


Day Division: September to January, 1958-59. 
Evening Division: Not given, 1958-59. 


Philosophy 242 (107A). Social Philosophy 


The purpose of this course is to examine the problem of securing agreement, 
between the individual and others, on various questions of ‘“‘public’’ morality. 
Special attention is given to conflicting attitudes concerning women in society, 
medical ethics, censorship in all fields, political, economic, and democratic ideals. 
(Half course.) 


Day Division: January to May, 1958-59. 
Evening Division: Not given, 1958-59. 
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Philosophy 261 (104). Philosophic Ideas in Literature 


This course is a critical survey of concepts that have b i i i 

een widely influential 
through poetry and prose. Theories of beauty, of knowledge, of human conduct 
and religion, and of cultural change receive special attention. Class discussion 
on masterpieces in world Ilterature is particularly encouraged. (Full course.) 


Day Division: September to May, 1958-59, and alternate years. 
Evening Division: September to May, 1959-60, and alternate years. 


Philosophy 411 (103). Contemporary Philosophy 


Philosophy 211 or 221 is prerequisite. A critical study of contemporary ten- 
dencies in Logic, Epistemology, Theory of Value, and Meconvac There will 
be readings and class discussions in respect of such philosophers as Santayana 
Russell, Whitehead, and Dewey with special reference to their outlook on scientific 
methodology, education, ethical and aesthetic values, political and economic 
problems, and the philosophy of religion. (Full course.) 


Day Division: September to May, 1959-60, and alternate years. 
Evening Division: September to May, 1959-60, and alternate years. 


Philosophy 412 (108). Systems of Philosophy 


Philosophy 211 or 221 is prerequisite. This course seeks finer appreciation 
of attempts to consider man and nature from a persisting point of view. Among 
the systems of philosophy considered are supernaturalism (including Scholastic- 
ism), naturalism (including dialectical materialism), idealism, realism, and prag- 
matism. Special attention is given to students desiring discussion on implications 
of various world-views. (Full course.) 


Day Division: September to May, 1958-59, and alternate years. 
Evening Division: September to May, 1959-60, and alternate years. 


Philosophy 451 (106A). Logic 


Beginning with stress on different functions of language and on errors in sym- 
bolism, this course considers the problem of definition, mediate and immediate 
inferences, fallacies in deduction, and extension of traditional logic. Students 
who are completed Philosophy 106 may not take this course for credit. (Half 
course. 


Day Division: September to January, 1958-59. 
Evening Division: Not given, 1958-59. 


Philosophy 452 (106B). Scientific Methods 


In this course, after study of the nature of a scientific system, and of inductive 
reasoning, there follows an analysis of the principles of causal determination. 
The next stage deals with the formal requirements of a scientific hypothesis and 
of hypothetical methods. The logic of the various experimental methods used 
in testing hypotheses is then carefully examined. After a brief survey of statis- 
tical methods, the course ends with a comparison between the experimental and 
the historical sciences. Students who have completed Philosophy 106 may not 
take this course for credit. (Half course.) 


Day Division: January to May, 1958-59. 
Evening Division: Not given, 1958-59. 
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Philosophy 453 (109). Philosophy of Science 


Philosophy 211, or 451 and 452, is a prerequisite, unless the student has studied 
several courses in science. This study deals with the analysis of majer concepts 
and presuppositions of the sciences and with attempts to formulate a philosophy 
compatible with the broader implications of scientific theories. Among different 
interpretations of science, are considered the positivistic, the idealistic and the 
materialistic. In this course lectures are kept at a minimum, and students present 
papers to be discussed and criticized. (Full course.) 


Day Division: September to May, 1959-60, and alternate years. 
Evening Division: September to May, 1958-59, and alternate years. 


Philosophy 106. Logic and Scientific Methods: 


Beginning with stress on different functions of language and on errors in 
symbolism, this course considers the problem of definition, deductive and in- 
ductive fallacies in argumentation, the problem of observation, the formation of 
hypotheses, what follows from premises, analytic and synthetic propositions, 
verification, alternatives to reflective thinking, and method in the social sciences. 
(Half course.) 


This course is no longer offered. 


Major in Philosophy 


Attention is called to the statement on majors on pages 55, 60. 


RELIGIOUS KNOWLEDGE 


Religious Knowledge 211. Comparative Religion A. (The Religions of the 
the Near East) 

The nature of the ‘religions’ and the concept of the ‘holy’. Religion in primitive 

cultures. Babylonian-Sumerian religion. Egyptian cults. Greek religion; religion 


and tragedy. The religion of Rome; Mithraism. Zoroastrianism; the Parsis. 
Judaism. Islam. (Half course.) 


Suggested Texts: Bouquet: Comparative Religion. (Pelican) Noss: Man’s 
Religions. Benedict: Patterns of Culture. (Pocket Book). 


Day Division: Not given, 1958-59. 
Evening Division: September to January, 1958-59. 


Religious Knowledge 212. Comparative Religion B. (The Religions of the 
Far East) 


Hinduism; philosophy of Upanishads; the Bhagavad Gita; Hindu philosophy. 
Jainism. Buddhism; Hinayana Buddhism; the philosophy and ethics of Mahayana 
Buddhism. Sikhism. Taoism as a philosophy and religion. Confucianism. Shinto- 
ism. (Half course.) 


Suggested Texts: Bouquet: Comparative Religion. (Pelican) Noss: Man’s 
Religions. 


Day Division: January to May, 1958-59. 
Evening Division: Not given, 1958-59. 
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Religious Knowledge 221 (Education 103). General Course in Religious 
Knowledge 


_ An educational approach to the understanding of the major tenets of Christ- 
ianity in the light of contemporary knowledge and culture, and an introduction 
to twentieth century Christian thought and its relation to other fields of enquiry. 
This course should be of special interest to teachers, YMCA secretaries, etc. 
Day Division: January to May, 1958-59. 
Evening Division: January to May, 1958-59. 


Religious Knowledge 222 (Education 104). Religious Education 


Curriculum and practice in religious education. Major problems of religious 
education. Theories of curriculum. Character development. Nature of Christian 


education. Religion in higher education. Course suitable for teachers, YMCA 
secretaries, group leaders, etc. 


Day Division: Not given, 1958-59. 
Evening Division: January to May, 1958-59. 


Religious Knowledge 231 (Humanities 103). Christian Ethics 


Religious and Ethical teaching of Jesus. The Gospels. Presuppositions of 
Christian Ethics. Ethical implications of the Christian revelation. Agape as 
norm. Proximate norms. Natural law. Relation of justice and love. Institutional 


norms: state, law, property, family. Christian ethics and contemporary ethics. 
Critique of Christian ethics. (Half course.) 


Day Division: Not given, 1958-59. 
Evening Division: Not given, 1958-59. 


Religious Knowledge 241. History of Christian Thought in the West—A 


Early Christianity. Influence of Greek thought. Patristics. Creedal formula- 
tions. Augustine. The medieval synthesis and Aquinas. Eve of the reformation. 
This course and Religious Knowledge 242 notes inter-relationships between 


Christian thought and scientific, philosophical, political and sociological ideas. 
(Half course.) 


Suggested Text: McGiffert: History of Christian Thought Vol. II. 
Day Division: September to January, 1958-59. 
Evening Division: Not given, 1958-59. 


Religious Knowledge 242. History of Christian Thought in the West—B 


The reformation and the reformers; confessionalism. Enlightenment and 
Romanticism. Counter-reformation. Modern science and its impact. The Hege- 
lian synthesis and the existential revolt. Socialism. Historical criticism. The 
social gospel. Neo-orthodoxy; neo-Thomism; and logical positivism. Contem- 
porary problems. Ecumenical thought. 


Suggested text: McGiffert: History of Christian Thought Vol. II. 
Day Division: Not given, 1958-59. 
Evening Division: January to May, 1958-59. 


See also: Philosophy 231, English 254. 
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SPANISH 


Spanish 211 (101). Introduction to the Spanish Language 


A beginner’s course in the Spanish language, which is designed in one year to 
make the student conversant with the main grammatical principles, pronunciation 
and ordinary vocabulary of the language. Practice is given in reading, writing and 
conversation, particular emphasis being placed on oral work. In the second term 
classes are conducted as far as possible in Spanish. (Full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Spanish 212 (102). Intermediate Spanish 


In this course conversation and reading are continued and more work is offered 
in translation and composition. Included also are readings from Spanish literature, 
designed to aid in the development of effective expression in the language. As far 
as possible all classes are conducted in Spanish. (Full course.) 

Day Division: Not given, 1958-59. 

Evening Division: September to May, every year. 


Spanish 213 (103). Advanced Spanish 


Translation, composition, correspondence, and essay-writing of an advanced 
character. Ample opportunity will be given for conversational practice and self- 
expression in the language. All lectures will be conducted in Spanish. (Full course.) 

Day Division: Not given, 1958-59. 

Evening Division: September to May, 1958-59. 


Spanish 421 (105). Introduction to Spanish Literature 


A survey course intended to acquaint the student with the most significant 
authors and tendencies in Spanish literature. Class work will include reading and 
critical discussion of prose and poetry selections. The course will be conducted 
entirely in Spanish. (Full course.) 

Day Division: Not given, 1958-59. 

Evening Division: Not given, 1958-59. 


THE SOCIAL SCIENCES DIVISION 


Social Science 210 (101). General Course in the Social Sciences 


This pandemic course has the same point of view and objectives with regard 
to the social sciences as Natural Science 210 has regarding the physical sciences. 
It has a twofold purpose; first, to introduce the student to some of the basic con- 
cepts and subject matter of the various social sciences; second, to provide him 
with some knowledge of contemporary society and the problems which confront it. 
The social sciences surveyed are Anthropology, Psychology, Sociology, Human 
Geography, History, Economics, and Political Science. (Full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Social Science 251 (102). General Semantics 


A course in the use and structure of language, and other symbol systems, as 
they affect problems of everyday living. An attempt is made to show how the 
static meanings arising from many of our language habits work to prevent ready 
adjustment to the situations of a constantly changing world. Scientific orienta- 
tion is considered with a view to its application in the broader field of human 
affairs, with special emphasis on communication. (Half course.) 


Day Division: September to January, 1958-59. 
Evening Division: September to January, and January to May, 1958-59. 
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ECONOMICS 


Note: For regularly enrolled students, Economics 211 is a prerequisite for all 
other courses in Economics. Commerce students interested in general courses 


in Economics should take, in addition to Economics 211,—Economics 221, 222, 
251, 261 or 271. 


Economics 211 (101). Introduction to Economics 


While this course is an essential introduction for the student who is proceeding 
to other courses in economics, it is designed to inform every student, whatever 
his field may be, of some of the basic principles of modern economic theory and 
their relationships to everyday business. The concept and purpose of national 
income analysis is explained, and the inter-related problems of consumer spend- 
ing, saving and investment are discussed with special reference to the banking 
system, credit policies and the role of government in the business world today. 
This is co-ordinated with an outline of the theory of the firm and the relation of the 
individual firm to the whole economy, tracing the process of price-determination 
through an analysis of the concepts of competition and monopoly. (Full course.) 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 


Economics 221 (102). General Economic History 


This course is designed as a general inquiry into the process of economic change 
from the beginnings of the ancient civilizations to the industrial revolution. 
Emphasis is placed on the Western World. An attempt is made to test some basic 
principles of Dynamic Economic Theory by historical evidence and the applica- 
tion of the historical method. Prerequisite: Economics 211. (Full course.) 


Day Division: September to May, 1959-60, and alternate years. 
Evening Division: September to May, 1958-59, and alternate years. 


Economics 222 (117). Economic Development of Canada 


This course covers the history of Canadian economic growth from the first 
settlement to recent trends in the Canadian economy. An inquiry into the 
geographic, political, and sociological background of Canadian economic growth 
will be undertaken. Economic aspects of Canada’s relation to the United King- 
dom and the United States in retrospect will be fully emphasized. The principal 
aim of the course is to assist the student to grasp the nature, scope, and significance 
of the rise of the Canadian economy to the present industrial level. An appreci- 
ation of the impact of Confederation, the national policy, Dominion-Provincial 
relations, the institutional structure of the Canadian economy constitute a 
major part of this course. Prerequisite: Economics 211. (Full course.) 

Day Division: September to May, 1958-59, and alternate years. 

Evening Division: Not given, 1958-59. 


Economics 223 (120). Economic Development of French Canada 


French Canadian economic development is considered in relation to the quest 
for cultural survival of French Canada. This course will review past and present 
trends in the economic behaviour of French Canadians. Emphasis will be placed 
on economic growth of Quebec since the Second World War and the economic 
changes through which French Canada is passing at the present time. The rise of 
French Canadian economic institutions to prominence, the roles of French Cana- 
dian capital and skill, and the influence of the provincial government will be 
thoroughly discussed. Prerequisite: Economics 211. (Half course.) 

Day Division: Not given, 1958-59. 

Evening Division: January to May, 1958-59. 
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Economics 251 (108). Money and Banking 


A study of the nature and function of money; commercial and central banking; 
aims and techniques of monetary policy; the money market; foreign exchange; 
monetary and employment theory; the equation of exchange; the Keynesian 
system; the history of banking and the monetary system in the United States and 
Canada. Prerequisite: Economics 211. (Full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Economics 261 (106). International Economic Relations 


A study of the background and development of contemporary international 
economic problems. The balance of payments and the various equilibrating 
mechanisms. The theory and operation of the gold standard. World War I and 
its aftermath: reparations and war debts; the restoration of the gold standard 
and its eventual collapse. The experience of the 1930’s. Postwar international 
institutions: IMF, GATT, EPU. Payments crises and devaluations. Tariff 
issues. The sterling area and convertibility. Prerequisite: Economics 211. (Full 
course.) 

Day Division: September to May, 1958-59, and alternate years. 

Evening Division: September to May, 1959-60, and alternate years. 


Economics 271 (107). Labor Economics 


A study of the theoretical, institutional and sociological aspects of labor re- 
lations. In particular, the course will deal with a survey of modern wage theory; 
the theory and practice of collective bargaining; the scope and limitations of the 
sociological approach; the history and functioning of trade unions, particularly 
in Canada; the role of the government and the legislative process in labor re- 
lations. Prerequisite: Economics 211. (Full course.) 


Day Division: September to May, 1959-60, and alternate years. 
Evening Division: September to May, 1958-59, and alternate years. 


Economics 411 (111). Intermediate Course in Economic Theory 


This course is designed for the student majoring in economics. It deals mainly 
with the theory of price and the theory of distribution. These are some of the 
problems studied:—the theory of demand with special emphasis on the nature, 
scope and application of the indifference curves; static and dynamic economics; 
the production function; cost analysis; pricing of productive services; the theory 
of imperfect competition; demand, cost and pricing of factors under imperfect 
competition; the theory of multiple products; the theory of capital and interest, 
etc. Economics 221 or 222, and 421 should be taken previously. (Full course.) 


Day Division: Not given, 1958-59. 
Evening Division: September to May, 1958-59. 


Economics 421 (109). History of Economic Thought, Ideas, and Theories 


A brief study of the development of economic thought, with special emphasis 
on the classical and Neo-classical period, as an introduction to modern economic 
theories. Economics 221 or 222 should be taken previously. (Full course.) 


Day Division: Not given, 1958-59. 
Evening Division: September to May, 1958-59. 
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Economics 422 (118). Modern Economic Development 


This is a course in advanced economic history, and will cover basic principles 
of economic development as well as the history of economic change during ap- 
proximately the last hundred years. Problems of mass production, new motive 
powers, technological changes, capital movements, population movements, 
business organization, assistance to underdeveloped areas, communication, 
transportation, internal and external government policies, international economic 
institutions both global and regional will be strongly emphasized as basic to the 


study of the western economy since the Industrial Revolution. Prerequisite: 
Economics 211. (Full course.) 


Day Division: September to May, 1958-59. 
Evening Division: Not given, 1958-59. 


Economics 441 (112). Public Finance and Fiscql Policy 


A general study of the principles and practice of government finance, the use of 
the budget to maintain a stable economy, the public debt, techniques of deficit and 
surplus finance, war finance, taxation theory. Economics 251 should be taken 
previously. (Half course.) 


Day Division: September to January, 1958-59, and alternate years. 
Evening Division: January to May, 1959-60, and alternate years. 


Economics 442 (113). Business Cycle Theory 


This course deals with theories advanced to explain fluctuations in industrialized 
capitalistic economies. Certain standard models of the business cycle are intro- 


duced, and the various cycle theories are surveyed. Economics 251 should be 
taken previously. (Half course.) 


Day Division: January to May, 1958-59. 
Evening Division: September to January, 1959-60, and alternate years. 


Economics 443 (116). Comparative Economics 


This course deals with major economic systems in their cultural, political, and 
social settings. After a brief anthropological and historical treatment of past 
systems such as that of primitive society, feudalism, mercantilism, etc., an 
inquiry into the philosophies and nature of capitalism, socialism, communism, 
fascism, the welfare state, etc., will be conducted. Some special cases will be 
treated separately, e.g. those of India, China, etc. Prerequisite: Economics 211. 
(Full course.) 


Day Division: September to May, 1958-59. 
Evening Division: Not given, 1958-59. 


Economics 481 (114). Economic Statistics 


Prerequisite: Mathematics 241. The course is an introduction to statistical 
techniques as applied to economic problems. It serves as a continuation of 
Mathematics 241 for those who have had a first course in Economics. Special 
attention is given to index-number construction, time-series analysis, and ele- 
mentary correlation and sampling. Attention is also paid to source materials, 
especially for Canadian statistics. (Half course.) 


Day Division: Not given, 1958-59. 
Evening Division: January to May, 1958-59, and alternate years. 
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Economics 482 (115). Econometrics 


Prerequisites: Mathematics 221 and Mathematics 231. This course is designed 
to show how mathematical methods dan be applied to the study of economic 
theory. Instruction in such elementary calculus as is required for this purpose 
will be included in the course. Economics 411 should be taken previously or con- 
currently. (Half course.) 


Day Division: Not given, 1958-59. 
Evening Division: September to January, 1958-59. 


Economics 110. Economic History of Canada and the United States 


This course aims to trace the significance of economic factors in the develop- 
ment of Western Civilization on North America. Emphasis is put on the process 
of exploration, the geographical background, territorial expansion. Problems of 
staple production — the fishing industry, the fur trade and its impact on the 
social and economic development of U.S. and Canada. The rise of the lumber 
industry, agricultural development, mining, pulp and paper, transportation, 
hydro electric power. An attempt to trace the inter-relationship between tech- 
nological innovations and the business cycle in Canada. Some attention may be 
given to the impact of wars on the Canadian economy. (Full course.) 


This course is no longer offered. See Economics 117 and 118. 


Economics 119. Economic Policy and Public Control 


Government regulation of business: government enterprises,—their nature, 
role, and functions: monopolistic trends and the problem of public control: the 
economics of social security, transfer payments, and subsidies; government 
promotion of economic development, etc. (Half course.) 


This course is no longer offered. 


Major in Economics 


Attention is called to the statement on majors on pages 55, 57. 


EDUCATION 


Note: Several of the courses listed below are designed primarily for teachers and 
for students who intend entering the profession of teaching or of social work. 


Education 211 (101). History of Education 


Historical analysis of the development of educational theory in Western culture. 
(Half course.) 


Day Division: September to January, every year. 
Evening Division: September to January, 1958-59, and alternate years. 


Education 221 (102). Adult Education 


Programs and methods in selected countries, with particular attention to 
Canada. (Half course.) 

Day Division: Not given, 1958-59. 

Evening Division: Not given, 1958-59. 
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Education 231 (107). Education in Canada 


Historical development since the founding of New France. Primary consider- 
ation upon federal and provincial organization, with particular attention to Que- 
bec’s unique system. (Half course.) 

Day Division: Not given, 1958-59. 

Evening Division: January to May, 1958-59. 


Education 411 (105). Philosophy of Education 


Analysis of contemporary educational problems in terms of various philosophical 
concepts and orientations. (Half course.) 

Day Division: Not given, 1958-59. 

Evening Division: Not given, 1958-59. 


See also: Psychology 223, Psychology of Education, and courses in 
Religious Knowledge. 


GEOGRAPHY 


Geography 211 (101). Introduction to Human Geography 


Considers the earth as the home of man. A general introduction to geography, 
which is intended to encourage an appreciation of the relationship existing between 
physical and cultural distributions over the earth’s surface. This course will be 
concerned with man-land relationships. The broad global patterns of climate, 
vegetation, relief, soils, and natural resources will be reviewed. The use of maps, 
charts, diagrams, on the part of the students will be encouraged. Area studies will 
be introduced from time to time to illustrate the role of geography. Each student 
will be responsible for a term paper describing, accounting for, and explaining the 
distribution of population within some given area. (Full course.) 

Day Division: Not given, 1958-59. 

Evening Division: September to May, every year. 


Geography 24]. Geography of Canada, Past and Present 


A study of Canada, past and present based on the various natural regions into 
which the country is divided. In the first half of the course an historical-geogra- 
phic approach will be taken to bring to the student’s attention the main trends in 
Canadian cultural and historical development from aboriginal times to the present. 
The changing nature of man-land relationships at different periods of time, and 
under different forms of occupance will receive particular attention. In the second 
half of the course the present day pattern of human occupance on a regional and 
national basis will be analyzed. Special studies on regional problems and on parti- 
cular economic, social, or political lines of general interest will be included in the 
sr ae All students will be expected to complete a term paper for credit. (Full 
course. 


Day Division: September to May, 1958-59. 
Evening Division: Not given, 1958-59. 


Geography 251 (102). Economic Geography 


This course deals with the way in which geographic conditions influence, and 
have influenced, the products, the occupations, and the ways of life of the various 
peoples of the world, and provides an understanding of the natural resources of 
the world, and the geographical factors which affect their exploitation, transport- 
ation and use in the satisfaction of wants. (Half course.) 

Day Division: January to May, 1958-59. 

Evening Division: January to May, 1958-59. 
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HISTORY 
History 211 (101). History of Early Civilization 


The story of early mankind is outlined so far as it is known at present, and the 
origins of the great civilizations of today in Europe and Asia are studied. The 
survey concludes with a study of the classical civilizations in Greece and Rome, 
India and China with emphasis on their contributions to later times. (Full course.) 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 


History 212 (102). History of Medieval Civilization 


A survey of civilization from the beginning of the medieval period to the end of 
the 17th century. Emphasis is placed on the structure of medieval society in 
Europe and Asia and on the expansion of western civilization into Asia and the 
New World. (Full course.) : 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 


History 213 (103). History of Modern Civilization 


A survey of civilization from the beginning of the 18th century to the present 
day. Emphasis is placed upon the historical background of outstanding elements 
and problems in the present world political, social, and economic situation, and 
developments in science, philosophy, and the arts. (Full course.) 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 


History 221 (110). History of Canada Since 1783 


This course is a study of the growth of the Canadian nation. From a knowledge 
of the evolution of Canadian institutions the student is led to analyse more ade- 
quately the present problems of the nation. While the political thread will run 
throughout, economic and cultural factors will be discussed. The significance of 
sectionalism, imperialism, and nationalism will be examined. (Full course.) 

Day Division: September to May, 1958-59, and alternate years. 

Evening Division: September to May, 1958-59, and alternate years. 


History 222 (109). History of French Canada (1534 to the Present Time) 


A study of Canada under the French Regime, and of Quebec during the British 
period. An opportunity is provided in this course to survey the history of French 
Canadians from the first settlements on the St. Lawrence to the present day. It 
will be of benefit to students if they have completed French 211 before taking this 
course. (Full course.) 

Day Division: September to May, 1958-59, and alternate years. 

Evening Division: September to May, 1959-60, and alternate years. 


History 231 (112). History of Britain (1485 to the Present Time) 


A survey of the political, economic, and social development of modern England. 
Emphasis is placed on the evolution of parliamentary government in the early 
period, on the economic changes of the eighteenth and nineteenth centuries, and 
on the modern growth of democracy and the social service state. (Full course.) 

Day Division: September to May, 1959-60, and alternate years. 

Evening Division: September to May, 1959-60, and alternate years. 


History 413 (104). History of European Diplomacy, 1870-1939 


This course is a study of the events leading up to the first World War, of the 
diplomacy of the war itself, and of the truce which culminated in the second out- 
break in 1939. Prerequisite: History 213 or Political Science 421. (Half course.) 

Day Division: September to January, 1959-60. 

Evening Division: September to January, 1959-60. 
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History 432 (108). History of the British Empire and Commonwealth 

The development of the Empire and Commonwealth is surveyed from the 
American Revolution to the present time. Emphasis is placed upon the history 
of the various units of the Commonwealth, as well as upon the development of 
the dependent empire and its partial emancipation. An attempt is made to 
understand the position of the Commonwealth of Nations in the world to-day, 
and its probable role in the future. (Half course.) 

Day Division: September to January, 1958-59, and alternate years. 

Evening Division: September to January, 1958-59, and alternate years. 


History 441 (111). History of Russia : 

This course traces the origin of the Slavic speaking peoples in Europe and the 
emergence of the Russian Empire. It discusses the ideology and history of bol- 
shevism, and the period under communist government in the U.S.S.R. and among 
the Slavic peoples. Prerequisite: History 213. (Half course.) 

Day Division: September to January, 1958-59, and alternate years. 

Evening Division: September to January, 1958-59, and alternate years. 


History 451 (106). History of the United States of America 
_This course deals with the growth of the United States from its colonial begin- 

nings. The character of the population, the government, and the various volun- 
tary political and labor organizations is studied from an historical point of view. 
Special attention is paid to the development of foreign policy and to the present 
position of the country in world affairs. (Full course.) 

Day Division: September to May, 1959-60, and alternate years. 

Evening Division: September to May, 1959-60, and alternate years. 


History 452 (105). History of the Latin American Republics 

This course deals with the political, social, and economic history of Mexico 
and the countries of South America. The development of each is studied, with 
special reference to their interdependence. The growth of Inter-Americanism is 
traced, and attention is given to the place of Latin America in the modern world. 
(Half course.) 

Day Division: January to May, 1958-59. 

Evening Division: January to May, 1959-60. 


History 461 (113). History of India 
_This is a study of the origin and development of India and Pakistan. The 
historical background will be traced from the dawn of civilization in India, but 
the emphasis will be on the period since 1919. Particular attention will be paid 
to the life of Gandhi and the writings of Nehru. (Half course.) 
Day Division: January to May, 1958-59, and alternate years. 
Evening Division: January to May, 1958-59, and alternate years. 


History 462 (114). History of China 


This course surveys the development of China since the dawn of civilization, 
with special emphasis on the period since 1890. Particular attention is paid to 
the invasion of China by the western powers, and to Chinese reaction to this 
development. (Half course.) 

Day Division: September to January, 1958-59, and alternate years. 

Evening Division: September to January, 1958-59, and alternate years. 


History 471 (115A). Historians, Past and Present 


This course surveys the development of historical writing from ancient times 
to the present, with special emphasis on the various modern schools of historical 
philosophy and on the growth of criticism. Prerequisites: Social Science 210 
and at least two other courses in the Social Sciences Division. 

Day Division: September to January, 1959-60, and alternate years. 

Evening Division: September to January, 1958-59, and alternate years. 
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History 472 (115B). Historiology 


A course in the application of modern historical criticism to a specific problem 
to be chosen in consultation with the instructor. Prerequisite: History 471. 
(Half course.) 


Day Division: January to May, 1959-60, and alternate years. 
Evening Division: January to May, 1958-59, and alternate years. 


History 107. History of Social and Political Ideas 


A study of the origins and development of the social and political ideas which are 
current in the world today. The historical approach is used to provide a sound 
basis for the understanding of contemporary ideologies, particularly democracy, 
communism, and fascism. Students are required to complete History 102 or 103 
before taking this course. (Half course.) 


This course is no longer offered. 


Major in History 
Attention is called to the statement on majors on pages 55, 59. 


POLITICAL SCIENCE 


Political Science 211 (101). Introduction to Political Science 


A study of the origin and nature of the State, and the relation of the individual 
toit. The course will deal with the nature and interpretation of law, constitutions, 
division of powers of government, organization of political parties, formation of 
public opinion, the function of parliaments, the different types of cabinet systems, 
the problems of municipal government, associations of states, Nationalism. (Full 
course.) 

Day Division: September to May, every year. 

Evening Division: September to May, every year. 


Political Science 221 (107). Structure and Function of the United Nations 


The purpose of this course is to provide the student with a working knowledge 
of the underlying philosophy and basic principles of the United Nations Organi- 
zation as well as the nature and function of the various agencies of which it is 
composed. The student will become acquainted with the role of the General 
Assembly, the Security Council, Trusteeship Council, Economic and Social 
Council and other bodies set up for the purpose of fostering international peace 
and co-operation. (Half course.) 

Day Division: Not given, 1958-59. 

Evening Division: January to May, 1958-59. 


Political Science 251 (106). Government and Politics of Canada 


A study of the British North America Act and its judicial interpretation; the 
nature of Canadian federalism; the parliamentary system; nature and organization 
of political parties; provincial and municipal governments; law and the courts; 
foreign policy. (Half course.) 

Day Division: September to January, 1959-60, and alternate years. 

Evening Division: September to January, 1958-59, and alternate years. 
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Political Science 291 (103). Elements of Law 


This course is designed to provide students with an elementary knowledge of 
those institutions and problems of law with which they may reasonably be 
expected as citizens to have some understanding and appreciation. As a back- 
ground to this study the meaning of law and its various divisions will be treated 
with a view to relating the legal order to present day problems of society. Topics 
will include the organization and functioning of the Federal and Provincial court 
systems including the appointment and selection of the Judiciary; the various 
stages in a lawsuit; a brief consideration of the Quebec civil law as it affects 
questions of marriage and the more common contracts such as sale, lease and 
partnership. (Full course.) 

Day Division: September to May, 1959-60, and alternate years. 

Evening Division: September to May, 1958-59, and alternate years. 


Political Science 411 (108). Political Parties 


A study of the history, ideology, organization, and electoral geography of 
political parties in the United States, England, France, Germany, and some 
of the smaller countries in Western Europe. The course will also deal with the 
different types of party systems, the nature and function of parties in the de- 
mocratic process, the nature of political elites, pressure groups, the organization 
of elections, and political propaganda. Lectures ,discussions and term paper. Pre- 
requisite: Political Science 211. (Full course.) 

Textbook: Neumann, Modern Political Parties. 

Day Division: September to May, 1959-60, and alternate years. 

Evening Division: September to May, 1958-59, and alternate years. 


Political Science 421 (102). International Political Relations 

This course will deal with the following topics: the rise of the Western state- 
system; nationalism and national sovereignty; imperialism and the balance of 
power; power politics in war and peace; internationalism and international organ- 
izations; international law and international government. Through lectures and 
class discussions the student will gain some knowledge of the complex pattern of 
international relations which will serve as a basis for evaluating current events in 
the modern world in which we live. Prerequisite: Political Science 211. (Full 
course.) 

Day Division: September to May, 1958-59, and alternate years. 

Evening Division: September to May, 1959-60, and alternate years. 


Political Science 431 (105). Political Theories, Ancient and Modern 

A critical study and analysis of the great thinkers on the problems of politics; 
Plato, Aristotle, Machiavelli, Hobbes, Locke, Rousseau, Hegel, Marx, Mill, etc. 
This course is designed to give a survey of systematic political reasoning from the 
classical period up to the present time in an endeavour to show the foundations of 
modern political thought. Prerequisite: Political Science 211 or Philosophy 211. 
(Full course.) 

Textbook: Sabine, History of Political Theory. 

Day Division: September to May, 1958-59, and alternate years. 

Evening Division: September to May, 1959-60, and alternate years. 


Political Science 441 (104). Problems of Public Administration 

This course deals with the nature and function of the administrative branch 
of government. The student is introduced to such problems as the proper organi- 
zation of government departments, the management of government corporations, 
budgeting, selection and training of personnel, maintenance of morale and 
discipline, relationship between legislature and administration, relationship 
between the administration and the public. Prerequisite: Political Science 211. 
(Half course.) 

Day Division: Not given, 1958-59. 

Evening Division: September to January, 1958-59. 
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Political Science 442 (109). Local Government and Administration 


is rse is designed to provide a survey of the theory and practise of local 

Berend arninisttaucnt The student will be introduced to such topics 
as the organization and powers of units of local government, the administration 
of municipal services, problems of municipal finance, the government of Hale 
politan areas, and provincial-municipal relations. While principal emphasis a 
be placed on the development of local government in Canada, some time will 
be devoted to a consideration of British and American experience. Prerequisites: 
Political Science 211 and preferably 441. (Half course.) 

Day Division: Not given, 1958-59. 

nine Division: January to May, 1958-59. 


See also: Economics 441, Public Finance and Fiscal Policy. 


Major in Political Science 
Attention is called to the statement on majors on pages 55, 60. 


PSYCHOLOGY 


For regularly enrolled undergraduates Psychology 211 is a second year subject 
Partial students may be admitted without prerequisite. Psychology 211 is a 
prerequisite to all other courses in psychology. 


Psychology 211 (101). A General Study of Mind and Behaviour 


The purpose of this course is the development of an adequate understanding 
of human behaviour and experience. The work includes a study of the sense 
organs and nervous system, perception, learning, memory, motivation and the 
basic urges, emotional reactions, personality development, adjustment and inte- 
gration, abnormal personality, mental abilities and aptitudes, and the aaa 
of psychological findings to the problems and activities of everyday life. is 
course is prerequisite to all other courses in psychology. (Full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Psychology 221 (104). Industrial Psychology 


A specialized course in the application of psychological principles to business 
and industry. This course will be concerned with general principals of empjoyee 
testing; the interview and related employment methods; training of industria 
employees; work, fatigue, and efficiency. (Half course.) 


Day Division: September to January, 1958-59, and alternate years. 
Puente Division: September to January, 1959-60, and alternate years. 


Psychology 223 (105). Psychology of Education 


i h formal 
A course for advanced students on the psychology of education, bot 1 
and informal. In this course students will consider not only the teaching of skills 
and information, but also the broader problems of education as the full growth 
and adjustment of persons in society. (Half course.) 


Day Division: January to May, 1958-59, and alternate years. 
Reenine Division: January to May, 1959-60, and alternate years. 


Psychology 225 (108). Psychology and Crime 


‘alized course in the application of psychology to problems of legal pro- 
nite er uric and punishiie seyhe course includes the study of the psychology 
of the judge, the jury, the witness, the police and the criminal. Discussion of the 
social and psychological factors contributing to crime and delinquency, and 
consideration of the various penal methods also is included. (Half course.) 


Day Division: January to May, 1958-59, and alternate years. 
Evening Division: January to May, 1959-60, and alternate years. 
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Psychology 231 (110). Child Development 


A survey of the growth and development of the child from infancy to maturity. 
The course will include discussion of physical, mental, and social age norms, 
the results of experimental, clinical, and psychometric investigations, and the 
application of scientific findings in the care and training of children. (Full course.) 

Day Division: September to May, 1958-59, and alternate years. 

Evening Division: September to May, 1959-60, and alternate years. 


Psychology 412 (102). Advanced General Psychology 


This course makes a more detailed study of general, physiological, and individual 
psychology. The work includes an outline of the history of psychology, the 
various schools of psychological thought and their historical background, psycho- 
analysis, and individual differences, normal and abnormal. (Full course.) 

Day Division: September to May, 1958-59, and alternate years. 

Evening Division: September to May, 1959-60, and alternate years. 


Psychology 427 (103). Vocational Guidance 


A course in the functions and methods of vocational and educational guidance 
occupational information; study of the individual through interviews and apt- 
itude tests; counselling regarding vocational and educational plans. Laboratory 
work involving detailed study of tests for measuring abilities, aptitudes, pro- 
ficiency, interests, and personality traits, and their vocational significance. Lec- 
tures and laboratory. (Full course.) 

Day Division: Not given, 1958-59. 

Evening Division: September to May, 1958-59. 


Psychology 441 (106). Social Psychology 


A study of the individual in his socio-psychological environment, the cultural and 
hereditary determinants of behaviour, the uniformities and variations among 
human beings, sex and race differences as determined by cultural patterns, the 
social significance of language, social interaction, attitudes, stereotypes, propa- 
ganda, race prejudice, public opinion and morale, group dynamics and sociometry. 
(Half course.) 

Day Division: Not given, 1958-59. 

Evening Division: September to January, 1958-59, 


Psychology 451 (107). Personality and Mental Hygiene 


The course deals with the nature of personality, the correlation of mental 
characteristics with physical traits, bodily form and expressive movements, the 
analysis of intellect, temperament and character, the integration and development 
of personality and its relation to the patterns of culture, theories of personality, 
the problem of types, adjustment and resolution of conflict, personality tests, 
rating scales and inventories. (Half course.) 

Day Division: Not given, 1958-59. 

Evening Division: January to May, 1958-59. 


Psychology 461 (109A). Physiological Psychology 


This course attempts to relate neurophysiology to such psychological problems 
as learning, attention, and emotion. The topics treated include excitation and 
conduction in the neuron; synaptic mechanisms; sensory and motor systems; the 
internal environment; the electrical activity of the brain. Emphasis is given to 
brain damage studies in animals and man, and the problem of localization of 
function in the nervous system. (Half course.) 


Day Division: September to January, 1959-60, and alternate years. 
Evening Division: September to January, 1958-59, and alternate years. 
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Psychology 462 (109B). Comparative Psychology 


The comparative method in the study of psychological problems, the evolution 
of behavior and its mechanism from protozoa to man, discussion of tropisms, 
reflexes, instincts, needs, sensory capacities, learning, thinking, feeling, and some 
apparently mysterious powers of animals and man. Prerequisite: Psychology 
461 (unless exemption is granted by the instructor). (Half course.) 


Day Division: January to May, 1959-60, and alternate years. 
Evening Division: January to May, 1958-59, and alternate years. 


Major in Psychology 
Attention is called to the statement on majors on pages 55, 60. 


SOCIOLOGY 
Sociology 211 (102). Introductory Sociology 


The social function of sentiment and custom is discussed. Studies of custom by 
social science experts are described. Research materials relating to Canada are 
introduced. Concepts of role, status, personality, and social structure are care- 
fully examined. A special concern is that students should find it possible to relate 
what they learn in this course to intimate aspects of their own lives, and to the 
various types of group life with which they are acquainted. Social Science 210 
should be taken previously or concurrently. (Full course.) 

Textbook: F. E. Merrill: Society and Culture, (1957). 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Sociology 221 (103). Social Change 


Theories of social change found in the works of leading nineteenth and twen- 
tieth century writers are examined. The facts of social change in different parts 
of the world, as presented in current research, are used to test the adequacy of 
theory. A survey is made of the remedial measures developed to correct con- 
ditions of individual and group maladjustment. Prerequisite: Sociology 211. 
(Full course.) 


Textbook: C. W. Mills, White Collar. 


Day Division: September to May, 1958-59, and alternate years. 
Evening Division: September to May, 1959-60, and alternate years. 


Sociology 231 (104). General Anthropology 


The evolution of man and his culture to the historical era; the differentiation of 
races and the problem of race superiority; general principles of cultural anthro- 
pology; the origin and development of social, economic and political institutions; 
marriage, the family, religion, art, science, and other problems of culture. (This 
course may be taken for credit either as a Social Science or as a Natural Science.) 
(Half course.) 

Day Division: September to January, 1958-59, and alternate years. 

Evening Division: September to January, 1959-60, and alternate years. 


Sociology 232 (109). Anthropology—tThe American Indian 


The principles of general anthropology applied in a survey course on the 
American Indians. The advent of man to America; early cultural developments 
and the differentiation of the various groups or tribes; the culture of the Mayas, 
Toltecs, Aztecs, Pueblos, Iroquois, Eskimos, Northwest coast tribes, Andean, and 
other early civilizations of North and South America; the cultural contributions 
of the Indian to the white man’s civilization. Students will normally take Sociol- 
ogy 231 as a prerequisite. (Half course.) 

Day Division: January to May, 1958-59, and alternate years. 

Evening Division: January to May, 1959-60, and alternate years. 
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Sociology 238 (113). The Social Origins of Law 


_ The development of law through habit and custom. Discussion of the integra- 
tive role of law in relation to specific situations in certain ‘“‘primitive’’ societies, 
especially with respect to blood-feud, bride-price, and the priest-king relationship, 
and with respect to their related sanctions. Greek, Roman, and Hebrew law are 
then dealt with, with special emphasis on Roman society. To conclude, there is 
discussion of how the principles of Roman law were modified by an intrusion of 
German law and the Feudal system. (Half course.) 

Day Division: September to January, 1958-59. 
Evening Division: Not given, 1958-59, 


Sociology 251 (114). The Social Origins of Canadian Law 


Development of principles governing personal freedom and the rights of indivi- 
duals, as seen by a detailed study of the leading English and Canadian constitu- 
tional charters and statutes, more particularly from the Magna Carta to the 


British North America Act. The conflicting social movements which brought 
about such legislation. (Half course.) 


Textbook: B. D. Henning et. al., Crises in English History. 


Day Division: January to May, 1958-59. 
Evening Division: January to May, 1958-59. 


Sociology 422 (105). Social Movements and Institutions 


The nature and functions of social movements in general are studied. Specific 
cases include political, racial, and religious movements. The second half of the 
course deals with the nature and functions of institutions and the character of 
bureaucracy. Prerequisite: Sociology 211. (Full course.) 


Textbook: E. McLung Lee, New Outline of the Principles of Sociology. (College 
Outline Series.) 


Day Division: September to May, 1958-59, and alternate years. 
Evening Division: September to May, 1959-60, and alternate years. 


Sociology 423 (112). Classics in Sociological Thought 


Selected works of eminent authors are read, rather than read about. Critical 
discussion is essential. Students thus become familiar with some of the tested 
work of the best minds dealing with sociological problems. Students preferred 
are those with at least two previous credits in sociology. 


Textbook: E. Durkheim, The Rules of Sociological Method. 
Day Division: Not given, 1958-59. 
Evening Division: September to May, 1958-59. 


Sociology 441 (106). The Modern Community 


The physical and social characteristics of urban communities are studied with 
special attention paid to ecological patterns and ecological processes. Forms of 


adjustment, co-operation and control are included in these studies. Prerequisite: 
Sociology 211. (Half course.) 


Textbook: N. P. Gist and L. A. Halbert, Urban Society. 


Day Division: September to January, 1959-60, and alternate years. 
Evening Division: September to January, 1958-59, and alternate years. 
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Sociology 442 (107). The Family 


The forms, functions, and problems of modern families are studied. The course 
includes some treatment of theory concerning origins of human family structures 
and concerning interaction between family members. Early adjustment problems 
in marital relationships also are discussed. Prerequisite Sociology 211. (Half 
course. 

i eaneae R. F. Winch and R. McGinnis, Selected Studies in Marriage and the 
Family. 

Day Division: January to May, 1959-60, and alternate years. 

Evening Division: January to May, 1958-59, and alternate years. 


Sociology 443 (110). Intergroup Relations 


Concepts of race, ethnicity, racial prejudice, are examined. Types of group 
involved in intergroup problems are noted, and the notion of the marginal man 
is dealt with fully. The selective nature of migration and differences in the 
thought processes of different types of group are described. Studies of specific 
intergroup situations include African and South Pacific regions, as well as Ger- 
many, the United Kingdom, the Americas. Prerequisite: Sociology 211. (Full 
course.) 

Textbook: B. Berry, Race and Ethnic Relations. 


Day Division: September to May, 1959-60, and alternate years. 
Evening Division: September to May, 1958-59, and alternate years. 


Major in Sociology 
Attention is called to the statement on majors on pages 55, 60. 


APPLIED SOCIOLOGY 


Because of their practical nature and the limited amount of sociological theory 
and content, the courses listed under this heading are not offered as preparation 
for graduate study in sociology. 


Applied Sociology 211 (Sociology 108C). History, Philosophy, and Organ- 
ization of the Y.MC.A. 


The origin and development of the Young Men’s Christian Association 
organization on national, international and world-wide scales; institutional 
patterns and methods of work; the significance of purpose and aims; Christian 
emphasis in the YMCA. (Half course.) 


Day Division: September to January, 1960-61. 


Applied Sociology 221 (Sociology 108B). Administration of Y.M.C.A.'s, and 
Similar Agencies 


The development of the administrative process and the principles and methods 
of administration and organization in the Y.M.C.A. and similar agencies; specific 
areas of administration analysed including personnel, financing, maintenance, 
public relations, personal efficiency and adequate recording processes. (Half 
course.) 


Day Division: September to January, 1958-59. 
Applied Sociology 231 (Sociology 108D). Program Materials and Methods 


A course in some of the specific program skills involved in leadership in the 
YMCA and similar social agencies; informal education; recreational program; 
physical education; camping; etc. To be conducted in co-operation with pro- 
fessional leaders in the Montreal YMCA and other similar agencies in Montreal. 
(Half course.) 


Day Division: January to May, 1958-59. 
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Applied Sociology 431 (Sociology 108A). The Supervision of Informal 
Groups and Volunteer Leaders 


The guidance of informal groups and the significance of the group experience; 
the formation of groups and the development of program; the recruiting, training 
and supervision of volunteer leaders. (Full course.) 


Day Division: September to May, 1958-59. 


Applied Sociology 441 (Sociology 108E). Community Leadership 


The role of YMCA Secretaries and staff members of similar organizations in 
working within a community; relationships between voluntary and public social 
agencies within the community; assessing the community and defining its needs. 
Prerequisite: Sociology 441. (Half course.) 


Day Division: January to May, 1960-61. 


COMMERCE DIVISION 


ACCOUNTANCY 
Accountancy 211 (101). Accounting (Introductory) 


This is an introductory course in accountancy in which are presented the 
fundamental principles with particular emphasis upon the application of those 
principles through modern procedure. It includes recording of debits and credits 
showing increases and decreases in ledger accounts with assets, liabilities and net 
worth; journalizing, posting, use of special books of original entry, columnar 
journals, voucher register, bill registers and control accounts: accounting for 
servicing, trading and manufacturing establishments; posting to general and 
subsidiary ledgers; preparation of working papers, adjusting and closing entries, 
locating errors, preparation and classification of manufacturing, trading and pro- 
fit and loss statements, surplus statement, and balance sheets; forms of organ- 
ization and accounting procedure for proprietorship, partnership and corporation, 
bank reconciliations, inward and outward consignments, installment sales and 
branch accounting. (Full course with practice period.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Accountancy 411 (102). Accounting (Intermediate) 


This course is designed for students who have successfully passed Accountancy 
211. It provides increased facility in the application of accounting principles 
to the more complex phases of commercial activity, with emphasis on the analytic 
methods and interpretive processes of the science, and relates particularly to the 
procedure of accounting for manufacturing establishments. It includes single 
entry, capital reconciliation and conversion to double entry; partnerships:— 
organization, admissions, retirements, dissolutions and conversion to limited 
company; corporation:—organization, capital sturctures, bonds, sinking funds, 
and reserves; methods of depreciation and disposal of fixed assets; preparation 
and analysis of financial statements; source and application of funds; application 
of the Dominion and Provincial Companies Act in relation to the procedure of 
accounting, and in the preparation of financial statements. Prerequisite: Ac- 
countancy 211. (Full course with practice period.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 
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Accountancy 412 (105). Accounting (Advanced) 


A course in the principles of partnership and joint venture accounting; bank- 
ruptcy, trusteeship, receivership and estates; agencies and branches; mergers and 
consolidations; foreign exchange. It includes the preparation of statements on 
partnership dissolution and liquidation, the statement of affairs and deficiency 
account, receiver’s and trustee’s accounts, the realization and liquidation account, 
the consolidated balance sheet and surplus account. Prerequisite: Accountancy 
411. (Full course with practice period.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Accountancy 421 (103A). Cost Accounting (Introductory) 


This course provides a knowledge of the fundamentals of cost accounting; the 
essential records; and methods of arriving at cost, including the following: purposes 
of cost accounting; elements of cost; process cost systems; job cost systems; con- 
trolling accounts and the cost records; accounting for materials; material storage 
and consumption; perpetual inventories and stores control; valuation of materials; 
accounting for labour cost; wage systems; accounting for manufacturing expense; 
distribution of manufacturing expense to production; the cost to make and sell; 
sundry forms; monthly closing entries; preparation of operation and financial 
statements; and cost reports. A brief introduction to estimating and standard 
cost systems is also provided; both of which are more thoroughly handled in 
Accountancy 422. This course is operated in co-operation with the Society of 
Industrial and Cost Accountants of Quebec. Prerequisite: Accountancy 411. 
(Half course with practice continuing throughout the year.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Accountancy 422 (103B) Cost Accounting (Advanced) 


This course provides advanced and detailed knowledge of cost problems, records 
and practices, and cost accounting in relation to inventories, standard costs, 
budgetary control, and other devices of the various departments of a business, 
including the following: estimating cost systems; principles of standard costs, 
current and basic standards, variances, cost ratios, budgetary control; variable 
budgets; differential cost analyses; defective and spoiled work; by-products; idle 
and non-productive time; weighted averages; interest on investment; uniform 
cost methods; distribution and marketing costs; machine accounting; statistical 
and graphical cost reports; current cost accounting developments; statements; 
actual working out a practice job cost system. This course is operated in co- 
operation with The Society of Industrial and Cost Accountants of Quebec 
Prerequisite: Accountancy 421. (Half course with practice period, continuing 
throughout the year.) 

Day Division: Not given. 

Evening Division: September to May, every year. 


Accountancy 431 (104). Auditing and Investigation 


This course on the principles underlying the practice of auditing, includes the 
purposes and advantages of an audit, types of audits and examinations, qualifi- 
cations of an auditor, preparatory considerations, the use of working papers and 
audit programmes, systems of internal check, the audit of asset, liability, re- 
venue and expense accounts and of business transactions generally, forms of 
fraud and its detection, the legal duties and responsibilities of auditors, and 
auditors’ reports and certificates: investigation types, procedures and reports. 
Prerequisite: Accountancy 411. (Full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 
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Accountancy 441 (106). Internal Control and Internal Audit 


This course is designed to cover the basic principles of Internal Control and 
Internal Audit, and the practical application of these principles in safeguarding 
the assets of an enterprise. It includes a discussion of the organization and oper- 
ation of an Internal Audit Department, the planning of audit programmes, the 
techniques, working papers and reports. Other topics discussed will include the 
Internal Control and Internal Audit of —purchasing and material control; in- 
ventory control; sales; receivables; payrolls; payables; accrued and other liabil- 
ities; cash receipts and disbursements; fixed and other assets; scrap and by-pro- 
ducts; income and expenses; manufacturing costs; ownership equities; branch 
operations; subsidiary companies; investments; and other regular and special 
activities. Lectures will be delivered by a group of specialists following a pro- 
gramme developed in co-operation with the Montreal Chapter of the Institute of 
Internal Auditors. Prerequisite for all undergraduate students is a minimum of 
Accountancy 211. Mature partial students with prior experience in this field may 
apply to the lecturer in charge for possible admittance without having taken 
Accountancy 211. (Half course.) 

Day Division: Not given. 

Evening Division: September to January, every year. 


Accountancy 451 (107). Machine Accounting and Other Machine Appli- 
cations. 


This course is an introduction to the use of automatic and semi-automatic 
business machines in ledger keeping, billing, payroll, costing, process control, 
inventory records, report preparation, sales statistics and other applications. 
Emphasis is placed on the principles of integrated data processing through the 
use of punched cards, punched tape and magnetic tape. Several of the lectures 
will be delivered by specialists on specific types of machines. This course is 
operated in co-operation with the Montreal Chapter of the National Machine 
Accountants Association. Prerequisite for all undergraduate students is a min- 
imum of Accountancy 211. Mature partial students with prior experience in this 
field may apply to the lecturer in charge for possible admittance without having 
taken Accountancy 211. It is desirable to take Administration 221 before attempt- 
ing this course. (Half course.) 

Day Division: Not given. 

Evening Division: September to January, every year. 


Major in Accountancy 
Attention is called to the statement on majors on page 55. 


ADMINISTRATION 


Administration 211 (Commerce 105). Business Organization and Industrial 
Management 


This course in organization and management is designed to serve as an intro- 
duction to the various phases of business and industry and to provide some 
vocational orientation in the field of commerce. Topics include origin, growth, and 
classification of business organizations, types of securities, costing, marketing, 
advertising, plant location, production control, purchasing, wage systems and 
labour relations, transportation, managerial interpretation and use of financial 
statements and statistics, government regulations affecting business. Prerequisite: 
Accountancy 211. (Full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 
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Administration 221 (Commerce 123). Office Management 


A course in the principles of office management, including such topics as 
the function of the office in business; organization and principles of control; 
office systems and routines; office equipment and labour-saving devices; office 
planning and layouts; selection and training of office personnel, office commun- 
ications. It is strongly recommended that Administration 211 be taken before 
attempting this course. (Half course.) 


Day Division: September to January, every year. 
Evening Division: January to May, every year. 


Administration 251 (Commerce 129). Production Management 


This course is to acquaint the student with the means used by management to 
control the output of a productive unit; and covers tools of production, including 
reading of blue prints and use of machine tools; time study and standards; 
methods study and improvement; wage administration, including job and worker 
rating and incentive systems; control of manufacturing operations and organ- 
ization relationships, including production controls of planning, routing and 
scheduling, waste controls, inspection and quality controls, and standards of 
procedure and cost controls. It is strongly recommended that Administration 211 
be taken before attempting this course. (Half course.) 

Day Division: January to May, every year. 

Evening Division: September to January and January to May, every year. 


Administration 431 (Commerce 128). Personnel Administration 


This is a survey course of personnel administration for those presently ful- 
filling personnel or supervisory responsibilities, and for senior students wishing to 
obtain a survey of the personnel field. 

This course introduces the student to the various phases ot the work and deals 
with such fundamentals as the organization and administration of a personnel 
department. It also covers personnel forms and records; presentation of statist- 
ical data; recruiting, selection, placement; job training; merit rating; job evalu- 
ation; wage structure; and force losses. It touches on the industrial relations 
aspect, and provides an appreciation of the various types of surveys including: 
morale; employee opinion; and wage surveys. This course is offered in co-opera- 
tion with the Montreal Personnel a ecadiation: (Full course.) 


Day Division: September to May, every year. 
Evening Division: September to May, every year. 


Administration 441 (Commerce 137). Human Relations in Business 


This course is primarily for people who have had supervisory experience. It con- 
siders the social structure of an organization and the group dynamics of employee 
behaviour. It deals with the fundamentals of behaviour, motivation, frustration, 
attitude, and morale, and their effect on employee efficiency. Role-playing and 
case-study methods will be used. Prerequisite: Psychology 211 or Administration 
431. (Half course.) 

Day Division: Not given, 1958-59. 

Evening Division: January to May, every year. 


Administration 442 (Commerce 118). Purchasing 


A course designed to cover the fundamentals of purchasing policies and pro- 
cedures and the organization and function of the purchasing department in 
business and industry. (Half course.) 

Day Division: Not given. 

Evening Division: September to January, every year. 
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COMMERCIAL LAW 


Commercial Law 211 (Commerce 106). Commercial Law 


This course provides a general survey of the law obtaining in the Provi 
Quebec with special emphasis on the aspects thereof relaiiie to pia ee a 
commerce. It includes a basic outline of the law of Domicile, Marriage, Persons 
Property, Ownership and its modifications Successions, Gifts and Wills. Testa. 
mentary Executors, Trusts, Contracts, Quasi-Contracts, Offences and Quasi- 
Offences, Privileges, Hypothecs and Prescription, and a more detailed study of 
the Contracts of Sale, Lease and Hire of Things and of Work, Mandate, Loan 
Deposit, Partnership, Suretyship, Pledge, Insurance, and an outline of the basic 
law applying to Negotiable Instruments, Joint Stock Companies, Bankruptcy 
and Winding Up, and Copyrights, Patents, and Trade Marks. It is strongly 
recommended that Accountancy 211 be taken before attempting this course 
Taxation 1s covered In a separate course under Commercial Law 441. (Full course.) 

Day Division: | September to May, every year. 

Evening Division: September to May, every year. 


Commercial Law 221 (Commerce 136). Industrial Legislation 


This course is a study of legislation affecting labour and 
the industrial and social conditions to which srich legiflation see Lae ree 
labour contracts; conditions and hours of work; wages; social and inchistiial 
legislation, including a review of international industrial law and the work of the 
International Labour Organization; collective bargaining; minimum wage legis- 
lation; labour agreements; unemplcyment insurance; old age insurance; health 
Insurance; the protection of Canadian labour against low standard immigration 
by the Immigration and alien labour acts; workmen’s compensation and unem- 
ployment insurance; labour organizations and trade unionism; the right to strike; 
picketing and other labour activities; employer-employee relations and labour 
disputes; female and child labour and their employment in dangerous industries; 
illegal combinations; patents, trade-names, copyrights; unfair competition This 
course is operated in co-operation with The Society of Industrial and Cost Ac- 
countants of Quebec. Those desiring a more general course in law should take 
Commercial Law 211. Those wishing more general courses in labour relations 
should take Industrial Relations 411 and 412. (Full course.) 

Day Division: Not given. 

Evening Division: September to May, every year. 


Commercial Law 431 (Commerce 113). Company Secretarial Practice 


Duties of the secretary of a limited company, including his sta i 
under the companies’ acts, books and records toite kept, bite Sob te 
faced, issuance of shares, and payment of dividends, preparation of governmental 
reports, and meetings of directors and shareholders. This course is offered in 
co-operation with the Chartered Institute of Secretaries (Quebec Branch). Pre- 
requisites: Accountancy 211, Commerical Law 211. (Half course.) 


Day Division: September to Januar 
on: y, and January to May, every year. 
Evening Division: September to January, and January to May, ete aoe 


Commercial Law 441 (Commerce 119). Taxation 


This course is devised to give authenti i i 
( entic and up-to-date information on one of 
rhe major factors in business today. Discussion of problems is encouraged. 
Topics covered mecrcerconporation and personal income taxes and a survey of 
s taxes, succession duties, and other levies. Pre isite: 
Hall cnt requisite: Accountancy 211. 
Day Division: = January to May, every year. 
Evening Division: September to January, and January to May, every year. 














1392 THE FACULTIES OF ARTS, SCIENCE, AND COMMERCE 





COMMUNICATION 


Communication 211 (Commerce 124). Commercial Correspondence 


Advanced instruction is given in commercial correspondence, with particular 
emphasis on the requirements of the General Accountants Association. Actual 
practice and constructive criticism are included. Types of letters covered include 
applications for position, inquiries and orders, adjustments and complaints, 
collections, and sales. Students are coached in the techniques of dictation, and 
required to turn in assignments weekly. Prerequisite: English 211. (Half course.) 


Day Division: September to January, and January to May, every year. 
Evening Division: September to January, and January to May, every year. 


EXECUTIVE TRAINING 


Executive Training 211 (Commerce 125). Supervisory Training 


The course deals with three supervisory skills: 1. Skill in Instructing, essential to 
convey knowledge possessed, and to delegate work; 2. Skill in Planning and 
Improving Methods, vital if satisfactory results are to be achieved by both the 
supervisor and those he guides; and 3. Skill in Leading and Working with People 
to maintain the co-operation and teamwork of staff. The course is based upon 
an adaptation of the United States Training-Within-Industry program which 
covers Job Instruction Training, Job Methods Training and Job Relations Train- 
ing, sometimes referred to as the “J’’ series. Sessions are limited to a group of 
twelve persons. (Half course.) 


Day Division: September to January, every year. 
Evening Division: September to January, and January to May, every year. 


Executive Training 421 (102). Analysis of Business Conditions 


This is a course in the study and interpretation of current business conditions 
from the point of view of the man in business. The various measures available 
are thoroughly discussed as well as their sources and interpretation. Under- 
graduates in commerce will be admitted to this course if they have completed 
Administration 211 or its equivalent. It is desirable that this course be taken prior 
to Executive Training 422. (Half course.) 


Day Division: September to January, every year. 
Evening Division: September to January, every year. 


Executive Training 422 (103). Business Planning and Budgeting 


This course deals with the planning aspect of business administration and 
indicates how business operations may be planned through the use of a budgeting 
system. Various measures which may be used to assist in planning and control- 
ing business operations are discussed, including cost-volume-profit analysis, 
break-even points, etc. Undergraduates in Commerce will be admitted to this 
course if they have completed Administration 211 or its equivalent. It is desirable 
that this course be taken after Executive Training 421. (Half course.) 


Day Division: January to May, every year. 
Evening Division: January to May, every year. 
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Executive Training 431 (104). Administration 


This is an advanced seminar course for business executives who wish to bring 
themselves up to date on the latest developments in the field of administration. 
In order to qualify for membership in this group candidates must establish that 
they are members of a recognized professional body, active in the management 
field, or that they are holders of a recognized commerce degree. Final year under- 
graduates in Commerce will be admitted. Guest specialists are invited to outline 
the current position in their specialized field and a thorough discussion of the 
subject covered then takes place. In order to encourage maximum group par- 
ticipation the number of registrants is limited to about thirty. Prerequisite: 
Administration 211. (Half course.) 


Day Division: Not given. 
Evening Division: September to January, every year. 


Executive Training 441. Developing Effective Systems and Procedures 


This course is an introduction to the techniques used by systems analysts to 
develop more effective systems and procedures. Topics covered include: tech- 
niques of fact gathering, work simplification and work measurement, flow chart- 
ing, forms design and control, records retention, reproduction and printing pro- 
cesses, systems installation, procedure manual writing. This course is operated in 
co-operation with The Montreal Chapter, Systems and Procedures Association of 
America. It is strongly recommended that Administration 211 be taken before 
attempting this course. (Half course.) 


Day Division: Not given. 
Evening Division: September to January, every year. 


FINANCE 


Finance 251 (Commerce 114A). Credits 


This is a practical course covering the subject of credits and designed to help 
students of the Canadian Credit Institute, and those working in the field of credit, 
particularly at the wholesale and retail levels. It covers duties and qualifications 
of a credit man; credit and its place in the business structure; credit instruments; 
sources of credit information; analysis of the credit risk; credit records; and types 
of credit. Visits will be made to Credit Departments and agencies. (Half course.) 


Day Division: Not given. 
Evening Division: September to January, every year. 


Finance 252 (Commerce 114B). Collections 


This is a practical course covering the subject of collections and designed to 
help students of the Canadian Credit Institute, and those working in the field of 
credit, particularly at the wholesale and retail levels. It covers collection follow-up 
systems; bad debt analysis; credit frauds; locating debtors; collection policies, 
and laws affecting collections including guarantee and suretyship, sale of goods 
interest, limitations of actions with prescription, bankruptcy and insolvency, 
conditional sales agreements, and repossessions. Visits will be made to Credit 
Departments and agencies. (Half course.) 


Day Division: Not given. 
Evening Division: January to May, every year. 
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Finance 411 (Commerce 116). Corporation Finance (Introductory) 


A practical course dealing with the financial management of corporations. A 
study is made of various classes of stocks and bonds, of stock warrants and 
rights, of dividend and interest payments, of capital structures and security under- 
writing. Actual examples taken from Canadian corporation history are used to 
illustrate various points and well-known financial reference services available in 
Canada are used in connection with this course. This course is offered in co- 
operation with the Investment Dealers Association of Canada. Prerequisite: 
Accountancy 211. (Half course.) 


Day Division: September to January, every year. 
Evening Division: September to January, and January to May, every year. 


Finance 412 (Commerce 116A). Corporation Finance (Advanced) 


This course is for those who expect to be engaged in finance or in the financial 
department of a corporation. Students are required to prepare case studies of 
selected Canadian corporations. Particular attention is paid to the raising of 
new capital, long term financial planning, working capital control, recapitalizing, 
refinancing and special problems such as bond interest default, arrears of dividends 
and forced reorganizations. This course is offered in co-operation with the Invest- 
ment Dealers Association of Canada. Prerequisite: Finance 411. (Half course.) 


Day Division: Not given. 
Evening Division: January to May, every year. 


Finance 421 (Commerce 115). Investment Analysis (Introductory) 


This course covers the theory of investment from the standpoint of objectives 
of the investor, including such subjects as:—the background of investments; re- 
lating the use of investment funds to the capital development of the country; 
source of investment funds; evaluation of sources of financial information avail- 
able to investors; study of media of investment; method of analysing corporation 
earnings statements and balance sheets; study of such investment factors as 
leverage, diversification, balanced portfolios; and the analyses of risks and re- 
turns on investments. This course is operated in co-operation with The Invest- 
ment Dealers Association of Canada. Prerequisite: Accountancy 211. (Half 
course.) 


Day Division: January to May, every year. 
Evening Division: January to May every year. 


Finance 422 (Commerce 115A). Investment Analysis (Advanced) 


This course is designed to deal in more detail with a number of the subjects 
considered briefly in Finance 421. Students will be required to set up a sample 
investment portfolio, and to complete analyses of specific securities. Investment 
management and the use of various investment formulae will be discussed. The 
course is designed more as a working course than a lecture course, and practical 
investment problems will be used. This course is offered in co-operation with 
The Investment Dealers Association of Canada. Prerequisite: Finance 421. 
(Half course.) 


Day Division: Not given. 
Evening Division: January to May, every year. 
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INDUSTRIAL RELATIONS 


Industrial Relations 411 (Commerce 130). Labor Relations (Introductory) 


This is a descriptive course dealing with the main elements in labour relations 
including company policy and practices, terms of employment, labour legislation, 
trade unions, and collective agreements. This course is offered in co-operation 
with the Montreal Personnel Association. (Half course.) 

Day Division: Not given. 

Evening Division: September to January, every year. 


Industrial Relations 412 (Commerce 131). Labour Relations (Advanced) 


This is an analytical course dealing with some of the more important labour 
relations activities in a company including the development of policy and prac- 
tice manuals, preparation for collective bargaining, negotiation of agreements, 
handling of grievances, arbitration, application of labour legislation, and the 
operation of employee-management committee meetings. No student shall be 
registered for this course unless: (a) he has previously taken Industrial Relations 
411 or the equivalent; or (b) has had a sufficient amount of practical experience 
in the field of labour relations as to be considered the equivalent to both the 
practical and theoretical part of Industrial Relations 411. This course is offered 
in co-operation with the Montreal Personnel Association. (Half course.) 

Day Division: Not given. 

Evening Division: January to May, every year. 


Industrial Relations 421 (Commerce 126). Job Analysis and Evaluation 


This course deals with the practical aspects of introducing and operating a 
Job Analysis and Evaluation system for a representative enterprise. The course 
is planned to help students prepare a programme suited to the needs of their own 
firms. (Half course.) 

Day Division: Not given. 

Evening Division January to May, every year. 


INSURANCE 


Insurance 211 (Commerce 117). Insurance 


After a brief review of the history of insurance this course deals with various 
types of insurance organizations; the construction, use and characteristics of 
mortality tables; the calculation of premiums; the principles of reserves, dividends 
and investments; policy provisions and benefits; plans of insurance and legal 
aspects of insurance in Canada. The treatment is mainly descriptive and general 
problems of insurance are discussed. While the emphasis is on life insurance, other 
types of risk and risk-bearing are dealt with briefly. The treatment is both de- 
scriptive and mathematical. Insurance 212 is recommended as a sequel or com- 
panion to this course. (Half course.) 

Day Division: Not given. 

Evening Division: January to May, every year. 


Insurance 212 (Executive Training 105). Insurance Needs and Plannng 


This course gives au outline of the various hazards confronting individuals, 
sole proprietors, partnerships, and corporations, and an understanding of the 
means and methods of eliminating their economic consequences through the use 
of the medium of insurance. Types of insurance discussed include fire, marine, 
inland marine, liability, burglary and robbery, automobile, and disability. Life 
insurance for individuals and businessmen, surveys, and estate analysis are also 
covered. (Half course.) 

Day Division: Not given. 

Evening Division: January to May, every year. 
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MARKETING 


Marketing 211 (Commerce 110). Marketing (Introductory) 


This course is a general survey of marketing, or the distribution of goods from 
the factory to the ultimate consumer. Marketing functions, institutions, methods 
and policies are studied from the viewpoint of the business man. Stress is placed 
on the management problems faced in the distribution field. Topics covered 
include retailing, wholesaling, merchandising, pricing, selling, sales promotion, 
marketing research, distribution costs, and general review of legislaion affecting 
marketing. This course is offered in co-operation with Advertising and Sales 
Sa Club of Montreal. (Half course.) (See Marketing 411 for an advanced 
course. 


Day Division: September to January, every year. 
Evening Division: September to January, and January to May, every year. 


Marketing 221 (Commerce 107). Advertising (Introductory) 


This course explains the basic principles involved in creating advertisements 
arid in carrying on complete advertising campaigns. Stress is placed upon the 
actual writing of copy and designing of layouts for various advertising media, 
an understanding of the processes of photo-engraving, the appreciation of ad- 
vertising art, and_a basic knowledge of advertising agency practice. See also 
Marketing 222. This course is offered in co-operation with the Advertising and 
Sales Executives Club of Montreal. (Half course.) 


Day Division: September to January, every year. 
Evening Division: September to January, every year. 


Marketing 222 (Commerce 111). Advertising (Advanced) 


This course is open to students who have completed the course Marketing 221 
or have an equivalent working knowledge of the theory and practice of advertising. 
Topics treated include an advanced study of the construction and styles of adver- 
tising copy; direct mail advertising; direct mail copy; format, lay-out and printing 
of mailing pieces; organization and execution of direct mail campaigns; house 
organs. This course is offered in co-operation with Advertising and Sales execu- 
tives Club of Montreal. Lectures, discussion, assignments, and criticism by the 
instructor. (Half course.) 


Day Division: January to May, every year. 
Evening Division: January to May, every year. 


Marketing 241 (Commerce 127). International Trade (Introductory) 


The course deals with the fundamental and practical aspects of importing 
and exporting, covering such subjects as trade terms and definitions, import 
and export regulations; export credits insurance; customs regulations; handling 
of export traffic; trading documents; aircargo and air express; marine insurance; 
financing. Lectures will be delivered by a variety of specialists following a pro- 
gramme developed in co-operation with the International Trade Section of The 
Montreal Board of Trade. (Half course.) 


Day Division: Not given. 
Evening Division: September to January, every year. 
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Marketing 242 (Commerce 127A). International Trade (Advanced) 


This course deals in more intensive detail with those aspects of importing and 
exporting reviewed in an introductory fashion in Marketing 241, and is conducted 
in a similar manner. Marketing 241 is a prerequisite for this course, except where 
the student has had sufficient practical experience in importing and exporting to 
satisfy the course director that he has knowledge equivalent to that provided 
in Marketing 241. This course is offered in co-operation with the International 
Trade Section of the Montreal Board of Trade. (Half course.) 


Day Division: Not given, 1958-59. 
Evening Division: January to May, every year. 


Marketing 251 (Commerce 109A). Transportation and Traffic (Intro- 
ductory) 


This course in freight traffic management is primarily for students who wish 
to specialize in this line of endeavour. It covers the practical aspects of trans- 
portation in Canada including such matters as bills of lading and shipping pro- 
cedures; special services of railways; express; claims and claims prevention; and 
freight classifications. This course is planned in co-operation with the Quebec 
Division of the Canadian Industrial Traffic League. (Full course.) 


Day Division: Not given. 
Evening Division: September to May, every year. 


Marketing 252 (Commerce 109B). Transportation and Traffic (Advanced) 


This course in freight traffic management is primarily for students who wish 
to specialize in this line of endeavour. It covers the practical aspects of trans- 
portation in Canada including such matters as tariff construction and freight 
rate structures; condition of carriage; ocean freight contracts; marine insurance; 
customs; interpretation of the railway act and railway law. This course is planned 
in co-operation with the Quebec Division of the Canadian Industrial Traffic 
League. Marketing 251 is a prerequisite. (Full course.) 


Day Division: Not given. 
Evening Division: September to May, every year. 


Marketing 411 (Commerce 132). Marketing Policies for Manufacturers 
and Distributors 


This course is open to students who have completed Marketing 211, or who, 
in the opinion of the lecturer, have equivalent working knowledge of marketing 
methods and practices. It deals more intensively with the topics covered in 
Marketing 211, and emphasizes the formulation and appraisal of marketing 
policies in the areas of product planning, distribution channel selection, pricing 
and sales stimulation. Budgeting for marketing and development of integrated 
marketing programs is also stressed. Class discussion and analysis of marketing 
case histories are the basic methods of study employed. This course is operated in 
co-operation with the Advertising and Sales Executives Club of Montreal. (Half 
course.) 


Day Division: Not given. 
Evening Division: January to May, every year. 
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Marketing 412 (Commerce 134). Marketing Research 


Marketing 211 is a prerequisite to this course and it is advisable for the student 
to have completed Marketing 411. This course is primarily designed to acquaint 
the student with the many applications of modern marketing research to mer- 
chandising, sales, advertising, pricing, and promotion problems. Marketing 
research procedures and techniques are reviewed and special emphasis is given 
to the problem of sampling. Continuing research services offered by Canadian 
commercial research firms will also be reviewed. Actual research reports will be 
the subject of class discussion. This course is operated in co-operation with the 
Advertising and Sales Executives Club of Montreal. (Half course.) 

Day Division: Not given. 

Evening Division: January to May, every year. 


Marketing 413 (Commerce 135). Retailing 


This course is open to those students who have completed Marketing 211, or 
who in the opinion of the lecturer, have equivalent working knowledge of market- 
ing methods and practices. Of an introductory nature, the course is designed to 
develop in future marketing executives an appreciation of modern retailing 
practices and problems. The scope, importance, and characteristics of retailing 
in Canada, the fields of merchandise selection, inventory control, pricing, and 
retail promotion are given consideration. This course is operated in co-operation 
with the Advertising and Sales Executives Club of Montreal. (Half course.) 

Day Division: Not given. 

Evening Division: January to May, every year. 


Marketing 414 (Commerce 133). Sales Management 


This course is open to students who have completed Marketing 211, or who, 
in the opinion of the lecturer, have an equivalent working knowledge of marketing 
methods and practices. Topics covered include the selection of salesmen, sales 
training, sales compensation, incentive and quota programs, organisation of 
sales territories, setting of sales quotas, expense control. The case method is 
employed to illustrate the topics under discussion. This course is offered in co- 
operation with the Advertising and Sales Executives Club of Montreal. (Half 
course.) 

Day Division: Not given. 

Evening Division: January to May, every year. 


Majors in Commerce 


Attention is called to the statement on majors in Accountancy, Business 
Administration, and General Administration on pages 55, 56. 


COMMERCIAL MATHEMATICS 


Commercial Mathematics 221 (101-6). Commercial Algebra 


This course is designed to provide an adequate algebraic background for the 
commerce student and the necessary training prerequisite to Mathematics 231. 
It includes a review of the elementary algebraic operations of addition, sub- 
traction, multiplication, division, fractions, simple equations, and percentages. 
It also covers logarithms, ratio, proportion, arithmetic and geometric progressions, 
theory of quadratics, the binominal theorem, and graphical algebra. Students 
contemplating advanced studies in the field of mathematics or commerce should 
take Mathematics 211 and 221 in preference to this course. Students who have 
not completed high school algebra or who require a refresher course should con- 
sider taking Mathematics 201 before this course. NOTE: Credit for this course 
will not be given in addition to credit for Mathematics 221 or 222. (Half course.) 


Day Division: September to January, every year. 
Evening Division: September to January, every year. 
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Commercial Mathematics 231 (102). Mathematics of Finance 


This course is an introduction to the theory of interest. It is designed to ac- 
quaint the student with those commercial problems involving simple interest; 
compound interest, annuities (ordinary, deferred, perpetuities and due) amortiza- 
tion and sinking funds, depreciation and bond values. Mathematics 221, Com- 
mercial Mathematics 221, Algebra 55, or Intermediate High School Algebra is pre- 
requisite to this course. (Half course.) 


Day Division: January to May, every year. 
Evening Division: September to January, and January to May, every year. 


Mathematics 241 (103). Statistical and Graphical Methods 


This course provides the elementary principles of statistical method as applied 
in the scientific study and interpretation of economic and social phenomena. The 
course includes the collection of statistical data; various methods of presentation 
including tables and graphs; the frequency distribution and its mathematical 
analysis including averages, measures of dispersion, measures of skewness; normal 
curve; and correlation. This course is suitable for students in Commerce, Psych- 
ology, and Sociology; and also for those who plan to enter the fields of Social Work 
or Education. Economics 481 is recommended as a sequel to this course. NOTE: 
Credits will not be given for both Mathematics 241 and 103A. (Half course.) 


Day Division: September to January, every year. 
Evening Division: September to January, and January to May, every year. 
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Announcements of Sir George Williams College and the Sir 
George Williams Schools which may be. obtained from the 
Registrar. 


Sir George Williams College (Faculties of Arts, Science, and Commerce), day and 
evening divisions. 

Sir George Williams High School, evening division only. 

Sir George Williams Elementary School, evening division only. 

Sir George Williams Business School, day and evening divisions. 

Sir George Williams School of Art, day and evening divisions. 

Sir George Williams School of Retatling, day division only. 

The Summer Term at Sir George Williams. 


The Training of Y.M.C.A. Secretaries. 
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